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Thirteenth  Annual  Report 

OF  THE 

BOARD   OF  DIRECTORS 

OF  THE 

Underwriters'  Fire  Patrol  of  San  Franeiseo 

For  the    Year  Fading  December  31st,   1887. 


At  the  Annual  Meeting  of  this  Corporation,  which  was  regularly  held  in 
January  last,  the  following  named  gentlemen  were  elected  Directors  to  serve 
for  the  ensiling  year,  viz  : 

DIRECTORS: 
I.  GrUTTE,  E.    B.   Haldan, 

A.  C.  Donnell,  Wm.  J.  Landers, 

E.  E.  Potter,  Robert  Dickson, 

(  Has.  A.  Laton. 

OFFICERS: 

(has.  A.   Laton,  President.  Robert  Dickson,   Vice-President. 

Wm.  J.    Landers,  Secretary  and  Treasurer. 


Headquarters  of  the  Patrol,   known  an  Station   No.   1,  Nos.   106  and  10S  North 

side  of  Jessie  Street,  between  Second  and  New  Montgomery  Streets. 
Station  No.  2,  N.  E.  comer  of  Eddy  and  Polk  Streets. 


SAN      FRANCISCO. 


DIRECTORS1   REPORT. 


Sax  Francisco,  Cal.,  January  19,  i- 
To  the  Members  of  Hi*1  Underwriters'  Fire  Patrol  of  San  Francisco: 

GENTLEMEN:  The  Board  of  Directors  take  [Measure  in  handing  to  you 
herewith  the  Thirteenth  Annual  Report  of  the  operations  of  this  <  orporation. 

As  remarked  in  last  year's  report,  the  year  1887  has  also  been  one  of  con- 
siderable activity  for  the  Patrol.  Fires  have  been  numerous  and  the  losses 
sun ie\v  hat  severe.  However,  the  Fire  Patrol  has  succeeded  in  doing  efficient 
work  and  in  accomplishing  no  small  amount  of  salvage.  In  fact,  under  the 
efficient  guidance  and  painstaking  activity  of  Captain  Russell  White,  the  lire 
Patrol  has  been  enabled  to  make  a  handsome  record;  all  of  which  should  be, 
and  doubtless  is,  most  satisfactory  to  the  contributors  to  this  enterprise.  We 
remark  with  satisfaction,  that  the  apparatus,  horses  and  other  property  be- 
longing to  this  corporation  are  all  in  excellent  order,  as  heretofore,  ordinary 
wear  and  tear  excepted. 

Since  our  last  annual  meeting,  the  headquarters  of  the  Patrol,  known  as 
Station  No.  1,  has  been  changed  from  the  southwest  corner  of  Stevenson  and 
Ecker  Streets  (where  the  Patrol  has  been  domiciled  during  the  past  twelve 
years)  to  Nos.  106  and  108  north  side  of  Jessie  Street,  between  Second  and 
New  Montgomery  Streets,  where  the  Patrol  now  has  elegant  and  commodious 
accommodations  in  the  new  two-story,  metal-roofed,  brick  building  recently 
erected,  purposely  for  the  Fire  Patrol,  by  the  trustees  of  the  estate  of  William 
Sharon.  The  Directors  are  pleased  to  refer  to  Station  No.  1  as  being,  without 
exception,  the  most  complete  and  suitably  arranged  Fire  Patrol  building  in 
the  United  States.  This  remark  is  made  without  any  attempt  at  boasting 
whatever.  It  has  been  so  acknowledged  by  all  persons  who  have  visited  the 
building.  Station  No.  2  has  also  been  removed  from  the  north  side  of  Grove 
Street,  between  Parkin  and  Polk  Streets,  to  the  northeast  corner  of  Eddy  and 
Polk  Streets;  the  present  location  being  more  eligible  than  the  former  one. 
This  enables  the  Fire  Patrol  to  perform  its  duties  in  the  section  of  the  city 
allotted  to  Station  No.  2  in  a  much  more  satisfactory  manner.  This  change 
was  alluded  to  in  the  last  annual  report.  "We  are  pleased  to  state  that  we  have 
been  enabled  to  pay  for  the  steam  salvage  pump,  also  additional  rubber  covers 
(more  than  enough  to  make  good  those  which  were  destroyed  by  fire  during 
the  year  1886),  also  the  additional  expense  incurred  by  reason  of  the  removals 
of  Stations  Nos.  1  and  2,  without  resorting  to  the  levying  of  a  special  assess- 
ment, as  was  at  one  time  believed  would  be  necessary,  and  which  was  really 
provided  for  by  the  necessary  authorization  of  this  body.* 


*See  the  Financial  Kxhibit  of  the  Treasurer  lor  items  of  interest  in  reference  hereto. 


[     3     ] 

As  now  arranged  in  every  particular,  the  Underwriters'  Fire  Patrol 
of  San  Francisco  is  in  prime  order  to  perform  efficient  service  in  every 
department  of  its  work,  and  we  are  pleased  to  state  that  the  members  of  the 
Patrol  force  are  ever  on  the  qui  vive,  and  seem  to  be  anxious  to  make  the  best 
possible  record  in  every  instance.    In  short,  they  perform  their  duties  earnestly. 

The  Directors  take  great  pleasure  in  remarking  the  continuance  of  good 
will  and  co-operation  between  the  San  Francisco  Fire  Department  and  the 
Underwriters'  Fire  Patrol  of  San  Francisco.  This  remark  has  been  made 
during  so  many  years,  in  the  Directors'  report,  that  it  really  goes  without 
saying  it.  The  same  remark  is  also  made  with  equal  propriety  as  touching  the 
Fire  Alarm  and  Police  Telegraph,  Police  Department,  Fire  Marshal,  Tele- 
phone Companies,  Board  of  Fire  Commissioners  and  many  others  who  seem  to 
be  interested  in  the  success  of  the  Fire  Patrol.  The  Directors  likewise  desire 
to  express  thanks  kindly  and  extend  the  sincerest  congratulations  to  our  old 
time  friend,  Chief  Engineer  David  Scannell,  Esq.,  also  to  all  of  his  Assistants 
and  subordinates  in  the  Fire  Department.  Extending  thanks  likewise  to 
Superintendent  John  Curran,  Esq.,  and  his  Assistants  of  the  Fire  Alarm  and 
Police  Telegraph ;  also  to  Charles  Towe,  Esq.,  the  efficient  Fire  Marshal,  and  to 
Chief  of  Police  Crowley  and  to  the  several  officers  and  members  of  the  Police 
Department,  whose  kindness  and  assistance  have  been  noticed  by  the  Fire 
Patrol  many  times  in  the  past. 

All  of  which  is  very  respectfully  submitted. 

Robert  Dickson,  Vice-President. 

I.  Gutte, 

E.  E.  Potter, 

E.   B.   H ALDAN,  }  Directors. 

A.    C.     DONNELL, 

Wm.  J.  Landers,  Sec.  &  Treas. 
Chas.   A.   Eaton,  President. 


REPORT   OF   CAPTAIN    WHITE. 


Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  19,  1888. 
To  the  President  and  Board  of  Directors  of  the  Underwriters'  Fire  Patrol: 

Gentlemen  :  In  presenting  this,  my  Thirteenth  Annual  Report  of  services 
rendered,  etc.,  only  a  word  or  two  is  required  to  explain  its  general  character; 
indeed  the  work  which  has  been  performed  explains  and  (as  far  as  needed) 
vindicates  itself.  The  details  given  herein  have  been  derived  from  the  most 
authentic  sources,  and  the  utmost  care  has  been  exercised  in  order  that  this 
information  may  be  relied  upon  as  accurate.  I  am  pleased  to  report  that  we 
have  not  suffered  the  loss  of  any  covers  during  the  past  year,  and  that  no 
accident  has  taken  place  causing  permanent  or  very  serious  injury  to  any 
member  of  the  Patrol  force. 

During  the  past  year  there  have  been  some  important  changes  in  the  re- 
locating of  both  Patrol  houses,  and  now  the  service  can  be  accomplished  much 
more  rapidly  and  satisfactorily  than  ever  before.  Station  No.  1  is  now  located 
at  Nos.  106  and  108  north  side  of  Jessie  Street,  having  a  new  building,  with 
all  the  modern  improvements,  and  second  to  no  other  in  the  United  States. 
The  location  and  arrangement  of  the  entire  premises  warrants  some  good 
results  in  the  future.  Station  No.  2,  now  located  on  the  northeast  corner  of 
Eddy  and  Polk  Streets,  is  eligibly  situated,  and  also  warrants  a  good  future 
record.  In  fact,  as  the  two  stations  are  now  situated  and  equipped,  the  Patrol 
is  in  trim  to  perform  its  service  in  any  part  of  the  city,  and  it  is  hoped  and 
believed  to  the  satisfaction  of  all  concerned. 

It  is  my  pleasure  to  state  that  the  members  of  the  Patrol  force  cannot  now 
be  excelled.  There  have  been  only  four  changes  during  the  past  year,  and 
these  resignations  were  caused  by  the  parties  engaging  in  other  business. 

The  horses,  wagons,  covers  and  all  of  the  apparatus  have  been  carefully 
inspected  and  cared  for  from  time  to  time,  and  at  present  are  in  fine  condition 
and  always  ready  to  answer  alarms. 

The  Patrol  has  responded  to  a  larger  number  of  alarms  than  during  last 
year ;  but  we  are  pleased  to  state  that  no  fires  of  great  magnitude  have 
occurred,  and  that  the  aggregate  losses  are  somewhat  less  than  during  the 
year  1886. 

My  sincere  thanks  are  due  to  the  President,  Chas.  A.  Laton,  Esq.,  and  to 
the  Hoard  of  Directors  for  their  valuable  services,  thus  enabling  me  to  meet  all 
of  the  various  and  important  demands  of  this  enterprise. 

I  desire  to  acknowledge  the  invaluable  services  rendered  by  David  Scan- 
nell,  Esq.,  Chief  of  the  Fire  Department,  for  which  I  am  sincerely  thankful ; 
also  the  Board  of  Engineers  and  every  member  of  the  Fire  Department  of 
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San  Francisco ;  also  officers  and  members  of  police  force ;  likewise  John 
Curran,  Esq.,  Superintendent  of  the  Fire  Alarm  and  Police  Telegraph,  and 
all  those  persons  under  his  charge  who  have  so  kindly  assisted  us  on  numerous 
occasions  when  needed,  they  will  please  accept  my  hearty  thanks ;  also  to  Fire 
Marshal  Charles  Towe,  Esq.,  for  valuable  services,  thanks;  and  may  like  good 
feeling  always  exist  between  all  of  the  above  parties  and  the  Underwriters 
Fire  Patrol,  thus  contributing,  in  no  small  degree,  to  successful  work  by  the 
Patrol  force. 

In  conclusion,  I  desire  to  express  my  individual  thanks  to  the  officers  and 
members  of  the  Patrol  force  for  the  manner  in  which  they  have  performed 
their  duty,  always  ready  and  never  flinching  when  the  call  comes. 
Very  respectfully  submitted, 

RUSSELL  WHITE, 

Captain  Fire  Patrol. 
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LIST  OF  THE   MEMBERS  OF  THE  PATROL  FORCE. 

Station  No.   1. 
Nob.  L06  and  L08  Jessie  Street,  between  Second  and  New  Montgomery  Street*. 


Position. 

Names. 

Age. 

No.  of  Badge. 

Charles  H.  Okell 

33 

36 
27 
33 
32 
31 
36 
29 
27 

Chris.  Lee 

One. 

Two. 

William  I.  Nash 

Private 

Private 

Frank  James 

John  M.  Jones 

Fred.  Wolff 

Richard  I.  Allen 

Five. 

Eight. 
Three. 

Station  No.  2. 
Northeast  corner  Polk  and  Eddy  Streets. 


Lieutenant John  F.  O.  Comstock 

Private William  T.  Thoney   . 

Private Carl  Hartwig 

Private i  Geo.  W.  Lake 

Private Charles  Thoney 


Eleven. 
Twelve. 
Nine. 
Ten. 


Russell  White,  Captain  of  the  Force, 
Headquarters,  Station  No.  1. 


45. 


RESIGNATIONS  AND  APPOINTMENTS  DURING  THE  YEAR. 

Resignations. 
Oscar  Huntress,  January  1,  1887. 
Charles  Harris,  March  13,  1887. 
William  Horn,  June  16,  1887. 
Charles  Tules,  October  8,  1887. 

Appointments. 
Richard  I.  Allen,  December  21,  1887. 
Fred.  Wolff,  December  21,  1887. 
John  M.  Jones,  December  21,  1887. 
Charles  Thoney,  December  21,  1887. 
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TOTAL  NUMBEB  OF  ALARMS  RECEIVED   DURING  THE  YKAIi. 

Received,  all  told 426 

( >f  which  there  were  Bell  Alarms 347 

Still  Alarms 37 

Telephone  and  American  District  Telegraph  Alarms 42 

Total 426 

24  of  the  above  Alarms  were  False  Alarms. 


SERVICES    PERFORMED   BY  THE   PATROL   FORCE. 

Hours  in  active  service 382  hours  20  minutes. 

Number  of  Fires  extinguished 12 

"        "    Fire  Extinguishers  used 28 

"         "    Fires  held  in  check 4 

"        "    ( 'overs  spread 1,335 


LOCA1 

ION 

March 

21st. 

" 

24th. 

June 

28th. 

July 

L3th. 

" 

23d. 

August 

13th. 

" 

15th. 

1  Ictohel 

■nh. 

" 

18th. 

'• 

19th. 

Dec. 

3d. 

" 

7  th. 

AND     DATE    OF     FIRES    EXTINGUISHED    BY    THE 
PATROL    FORCE. 

\V.  T.  Garratt's  Brass  Foundry Natonia  and  Fremont  sts. 

Hieman's  <  llothing  Store 1028  Market  street. 

Pacific  Power  ( lompany's  Building  . .  Ecker  and  Stevenson  sts. 

Regan's  Restaurant 57-51)  Third  street. 

Roof  of  Buildings 534  to  546  M  ission  street. 

Redington  &  ( lo's  1  >rug  Store 529  Market  street. 

Roof  of  Unoccupied  Building 113  Fremont  street. 

San  Francisco  Tool  ( lompany 15  Stevenson  street. 

Eisen's  Mill 10  to  10  Stevenson  street. 

( lharles  Crocker's  Building 521  Market  street. 

Guardian  Ins.  Co's  Office S.  W.  cor.  Cal.  and  Sansome  sts. 

Mailing  Department  Morning  Call 1105  Clay  street. 


(J  HADE   OF    LOSSES. 


Under  $100 

$100  to  $1,000 
$1,000  to $10,000. . 
$10,000  to  $20,000. 
$20,000  to  $30,000. 
§30,000  to  $40,000. 

$40,061.40 

$90,825  

$125,171  

$69,092.50 


AGGRKG  ITE. 


s  4,2:56  7(1 
38,299  40 

219,439  (tii 
22,472  65 

139,139  64 
73,993  61 

Folsom  St. 

Potrero. 

Fulton  Iron 

Potrero. 


$       29  02 

390  81 

3,227  04 

11,236  32 J 

23,180  94 

36,996  so.', 

Wharf. 

Works. 
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THE    FOLLOWING    WILL    SHOW    THE    NUMBER    OF    COVERS 
USED  AT   108   FIRES. 


13  Fires  of    1  Cover  each 


8 

2 

3 

3 

9 

4 

8 

5 

3 

6 

4 

'         7 

4 

8 

8 

9 

10 

10 

2 

11 

6 

12 

2 

14 

3 

'        15 

1 

16 

3 

18 

87 


13 
16 
9 
36 
40 
18 
28 
32 
72 
100 
22 
72 
28 
45 
16 
54 

601 
734 


Total  number  of  covers  used  . .  1.335 


4  Fires  of  19  covers  each 


21 

87 

108     Total  number  of  fii 


32 

38 
41 
45 
50 
71 
83 
87 

734 


ALARMS  ATTENDED  AND  DUTY  PERFORMED  BY  THE  PATROL 
FORCE  SINCE  ITS  ORGANIZATION. 


Year. 

A  LA  RMS. 

Covers  Spread. 

Hours  Duty. 

is::. 

168 
322 
372 

370 
344 
352 
380 
343 
392 
319 
314 
405 
426 

206 

1,136 
1,269 
1,163 
808 
1,129 
1,140 
1,019 
1,133 
1,003 
1,422 
1,179 
1,335 

H.    M. 

132  15 

1876 

219  59 

1877 

229  46 

1878 

194  10 

1879 

175  10 

1880 

225  40 

1881 

312  20 

1882 

275  50 

1883 

287  30 

1884 

211  15 

1885 

273  10 

1886 

373  59 

1887 

382  20 

Total 

4,507 

13,932 

3,191  24 
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CONDENSED  SCHEDULE  OF  PROPERTY  ON  HAND  AT  THE 
PATROL  STATIONS. 

No.  1  Station,  Nos.  106  and  108  Jessie  Street. 

Horses 5 

Wagon  (Mercantile  District,  large) 1 

Wagon  (Hill  District,  smaller) 1 

Buggy  (for  Captain's  use) 1 

Covers 255 

Steam  Salvage  Pump   (for  pumping  water  from  basements  and  cellars 

after  fire) 1 

Hose  (or  pump  supply)  wagon 1 

Together  with  all  other  equipments. 


No.  2  Station,  N.  E.  corner  of  Eddy  and  Polk  Streets. 

Horses 2 

Wagon — for  regular  service 1 

Wagon  (spare),  fully  equipped 1 

Covers 102 

Together  with  all  other  equipments  suitable  for  the  Service. 


Covers  in  use  by  San  Francisco  Fire  Department 2 

Covers  loaned  to  Oakland  City  Fire  Department  (in  bad  order) 12 
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TREASURER'S    REPORT 

— OF — 

Receipts  and  Disbursements 

For  the  Year  ending  December  31st,  1887. 


I  herewith  submit  my  report  as  Treasurer  of  the  Underwriters'  Fire  Patrol 
of  San  Francisco  for  the  year  ending  December  31st,  1887. 

1887.  Receipts. 

Jan.    31.     Assessment  No.  48,  levied  on  returns  of  December  31st, 

1886 $  7,611  25 

April  30.      Assessment   No,  49,  levied  on  returns  of  March   31st, 

1 887 7,555  75 

.July    Ml.     Assessment  No.  50,  levied  on  returns  of  June  30th,  1887      8,607  35 

Oct.  31st.     Assessment  No.  51,  levied  on  returns  of  September  30th, 

1887 7,259  95 

$31, 03  I  30 
Less   amount   refunded    Hirschfeld    &   Jacoby, 

by  order  of  Directors $54  52 

Assessment  of  September  30th,  1887,  Southern 

California  Insurance  Company,  unpaid  *  .        53  50 

108  02 

$30,926  28 
I  >ISBURSEMENTS. 

Balance  from  L886 *  1,390  80 

Dec    31.     Pay-roll  17,500  00 

<  reneral  Expenses! 6,965  87 

Rent 2,407  50 

I  [orse  Account 850  00 

Kecd  Account 7-1 1    56 

Balance  on  Deposit — 

Anglo  California  Bank $1,066  25 

Due  from  Relief  Association 4  30 

1,070  55 

$30,926  28 


W.M.  J.   LANDERS,  Treasurer, 
Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  10,  1888. 


*  Paid  in  Jauuary,  1888. 

t  Incluilcs>'i,i;.vj.:::;  rxiKiixs  :iticiMlin-  the  removal  of  Station  No.  2  and  $1,198.30  in 
rosiioct  to  cluiiigiiitf  the  location  of  Station  No.  I. 
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STATEMENT 

OF 

REGEIPTS  AND   DISBURSEMENTS 

OF   THE 

Underwriters'  Fire  Patrol  Relief  Association, 

For  the   Year  ending  December  31st,  1887. 


1887.  Keceipts. 

Balance  from  1886 "    $2,063  54 

July      1 .     Interest  on  deposits %  39  26 

July    29.     Donation  from  Ackerman,  Block  &  Co 100  00 

July    29.     Collected  from  Accident  Insurance  Companies, 

on  claim  of  Wm.  I.  Nash  * 20  00 

Oct.       5.     Collected  from  Accident  Insurance  Co.   of  N. 

A.,  on  claim  of  F.  Glocker 67  15 

Dec.    31.  Interest  on  deposits 39  34 

265  75 

$2,329  29 

Disbursements. 

July    29.     Paid  claim  of  Wm.  I.  Nash $     20  00 

Sept.  23.     Advanced  claim  of  F.  Glocker 67  15 

$     87  15 

Dec.    31.     Accident  insurance  premiums 174  40 

Dec.    31.     Balance  on   deposit  in   Hibernia  Savings  and 

Loan  Society •. $1,648  86 

Dec.    31.     Balance  on  deposit  in  Security  Savings  Bank. .       423  18 

$2,072  04 

Less  amount  due  Fire  Patrol 4  30 

-   2,067  74 

$2,329^9 

WM.  J.  LANDEKS, 

Secretary  and  Treasurer. 
Headquarters  U.  F.  P.  Belief  Association, 

San  Francisco,  January  10,  1887. 

*  One-half  paid  by  Fidelity  and  Casuality  Co.  and  one-half  by  Pacific  Mutual  Life  Ins.  Co. 
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CAUSES    OF    FIRES    AND    ALARMS— CLASSIFIED    TABLE    FOR    YEAR    1887. 


CLASS    OF    RISKS    IN    WHICH    FIKES    OCCURRED. 


Causes  op  Kires 

ANH   THE 

I.Oi  ations  of  Same. 


Ash,  -  ill  W"  ■  I'll  T-.in.l 
Ashes  iu  Iron  Barrel. . . 
A?l.es  in  Wooden  Bus... 
BurniDg  Chimn. 
Boilinq 


Kelt'leof  Fat.. 
Carelessness  with  Matches.. 
Carelessness  with  Cigars  . . . 
Carelessness  with  Candle. . . 
Caret's  with  Sad-iron  Heater. 
Carelessness  with  Pipes  . 
Carelessness  wit ii  G.i-,.]i 
Or,-;.— in—  with  Cicarcl 
Carelessness  with  Gas-st 
Carels  with  Plutnhcr's  Stove. 
Carelessness  with  Coal-oil  L'p 


Children  and  Matches 

Iiriinkeuness 

Defective  chimneys 

Defective  Dry-room 

Defective  Range 

Defective  Gas-meter 

Defective-  (las ,Tct 

Defective  Plumper's  Stove 

Defective  Grate 

Defective  stove-pipe 

Defective  Ga.~Pipe 

D.-fi-ctiv.-Sni.,k.— tai-k 

Defective  Furnace 

Defective  Stove 

Drf-ctiv.  Ti„  |;„ r-s  p„t 

Defective  Painter's  Lamp.. 

Defective  Forge 

Detective  Flue 

lli  ill  in,-  Sniuki  -li.msi. 

Explosion  of  Boiler 

F.x|,lo,ion  .,r  loal-oil  Lamp 

Explosion  of  Coal-oil  Stove 

Explosion  of  Lantern 

F.xpl,,-ion  of  Gasoline 

Explosion  of  Oil 

l.\pl.,-i I  Chemicals.... 

Firework- 

Friction  of  Mai  hinci  v. . . 


~1 ' "O-   fuiol-ll-tt,,! 

■-park  1 ......  iTiiion.-v.. 

-park  from  Grate 

-P-rk  iri.in  - k. — tu.-k 

Spark  from  I'.nu-pii  ker. 
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FIRE    RECORD. 


—  OF  — 

Fires  and  Alarms, 

Duty  Performed  and  Covers  Spread 
By  the   Patrol, 

For  the   Year  ending  December  j/,  1887. 


JANUARY. 

Saturday,  Post  and  Filmore  streets. 

1st,  False  alarm. 

2.20  A.  m.,  Responded  to  by  the  Captain. 

Box  218.  In  service  one  hour. 


Saturday,  Valencia  and  Twentieth  streets. 

1st,  False  alarm. 

8.35  p.  M.,  Responded  to  by  Company  No.  2. 

Box  143.  In  service  twenty  minutes. 

Wednesday,    No.  311  Twenty-sixth  street.     One-story  frame  dwelling. 

5th,  Cause  of  fire,  children  with  matches. 

10.19  A.  M.,    Responded  to  by  the  Captain. 
Box  285.       In  service  one  hour. 

Insurance  on  building,  $500.     Losses  paid,  $60. 
Loss  on  property  not  insured,  $50. 


[       1*       ] 

Friday,  No.  536  Sacramento  street.     Four-story  brick  building. 

7th,  Cause  of  lire,  tramps  smoking. 

8.51  a.  m.,  Responded  to  by  Company  No.  1. 

Box  27  and  In  service  thirty-five  minutes. 

Telephone.  Loss,  §10.     No  claim. 


Saturday,  No.  536  Market  street.     Five-story  brick  building. 

8th,  Cause  of  fire,  defective  gas-meter. 

1.50  p.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 


Saturday,       Dolores  and  Fourteenth  streets.     Two-story  frame  building. 

8th,  Cause  of  fire,  supposed  pipe  smoking. 

6.48  p.  m.,     Responded  to  by  the  Captain. 
Box  362.       In  service  one  hour. 

Insurance  on  building,  $400.     Losses  paid,  $15. 
Insurance  on  contents,  $3,550. 


Sunday,  False  alarm. 

9th,  Responded  to  by  the  Captain. 

3.28  A.  M.,  In  service  thirty-five  minutes. 
Box  364. 


Monday,        No.  595  Ellis  street.     Two-story  frame  building. 

10th,  Cause  of  fire,  gas-jet  near  lace  curtain. 

5.33  p.  M.,     Responded  to  by  Company  No.  2. 
Box  139.       In  service  forty  minutes. 

Insurance  on  building,  $4,000. 
Loss  on  property  not  insured,  $10. 

Wednesday,    S.  W.  corner  of  Drum  and  Oregon  streets.     Two-story  frame 

12th,  building. 

12.25  A.  m.,    Cause  of  fire,  carelessness  with  cigar. 
Box  19.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  one. 

Insurance  on  contents,  $2,100.     Losses  paid,  $291.50. 

Loss  on  property  not  insured,  $100. 


Wednesday,    No.  28  Glen  Park  avenue.     Two-story  frame  dwelling. 

12th,  Cause  of  fire,  plumber's  stove. 

1.47  p.  m.,      Responded  to  by  Company  No.  2. 
Box  72.         In  service  one  hour. 

Insurance  on  building,  $2,000.     Loss,  $10.     No  claim. 
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Wednesday,  No.  38  Everett  street. 

12th,  Cause  of  fire,  chimney  burning. 

3.57  p.  M.,  Eesponded  to  by  Company  No.  1. 

Box  61.  In  service  twenty-five  minutes. 


Saturday, 
15th, 

1.38  p.  M., 

1.39  p.  m., 
1.55  p.  m., 

Telephone, 
Box  154 

and 
2d  alarm. 

Saturday, 

15th, 

3.36  p.m., 

Box  25. 


Monday, 

17th, 

8.05  p.  m. 

Box  65. 


Tuesday, 

18th, 

8.40  p.m. 

Box  63. 


Wednesday, 

19th, 
8.03  p.  m., 
Box  274. 


Thursday, 

20th, 

6.51  p.  m., 

Box  27. 


Bryant    and    Fifth   streets.      One,    two   and    three-story   frame 

buildings. 
Cause  of  fire,  supposed  friction  of  machinery. 
Responded  to  by  Companies  Nos.  1  and  2. 
In  service  three  hours. 
Covers  spread,  twenty-one. 

Insurance  on  buildings,  $10,625.     Losses  paid,  $1,730. 
Insurance  on  contents,  $29,900.     Losses  paid,  $7,620. 
Loss  on  property  not  insured,  $7,166. 

No.  707  Dupont  street.     Three-story  frame  and  brick  building. 

Cause  of  fire,  defective  chimney. 

Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 

Insurance  on  building,  $2,550.     Losses  paid,  $30.75. 

Sixth  and  Mission  streets.     Three-story  frame  buildings. 

Cause  of  fire,  explosion  of  coal-oil  lamp. 

Responded  to  by  Companies  Nos.  1  and  2. 

In  service  two  hours  and  thirty  minutes. 

Covers  spread,  forty-five. 

Insurance  on  buildings.  $15,000.     Losses  paid,  $2,750. 

Insurance  on  contents,  $5,500.     Losses  paid,  $2,144.50. 

Loss  on  property  not  insured,  $1,550. 

No.  255  Perry  street.     Two-story  frame  building. 

Cause  of  fire,  sparks  from  grate. 

Responded  to  by  Company  No.  1. 

In  service  forty-five  minutes. 

Insurance  on  building,  $600.     Losses  paid,  $46. 

Insurance  on  contents,  $400.     Losses  paid,  $109. 

No.  7  Elizabeth  street.     One-story  frame  dwelling. 
Cause  of  fire,  explosion  of  coal-oil  lamp. 
Responded  to  by  Company  No.  2. 
In  service  thirty -five  minutes. 
Loss  on  property  not  insured,  $10. 

No.  524  Sacramento  street.     Two-story  brick  building. 

Cause  of  fire,  friction  of  machinery. 

Responded  to  by  Company  No.  1. 

In  service  one  hour. 

Insurance  on  building,  $5,000.     Losses  paid,  $96. 

Insurance  on  contents,  $5,700.     Losses  paid,  $204. 


[     20     j 

Friday,  Stevenson  street.     Nolan's  shoe  factory. 

21st,  Needless  alarm ;  light  in  building. 

5.47  a.  m.,  Responded  to  by  '  lompany  No.  i. 

Still.  In  service  fifteen  minutes. 


Sunday.        Foot  of  Third  street  wharf.     Hay  on  schooner. 
23d,  Cause  of  fire,  sparks  from  galley  stove. 

8.00  A.  m.,     Responded  to  by  Company  No.  1. 
Telephone.      In  service  one  hour. 

Loss  on  property  not  insured,  $800. 


Saturday,  No.  25  Montgomery  avenue.     Two-story  brick  building. 

29th,  Cause  of  fire,  carelessness  with  candle. 

6.07  p.  M.,  Responded  to  by  Company  No.  1. 

Box  21.  In  service  thirty -five  minutes. 


Sunday,        Dolores  and  Fourteenth  streets.     Two-story  frame  factory. 
30th,  Cause  of  fire,  unknown. 

7.25  A.  M.,     Responded  to  by  Company  No.  2. 
Box  301.       In  service  one  hour. 

Insurance  on  contents,  $800.     Losses  paid,  $725. 

Loss  on  property  not  insured,  $600. 

Sunday,        No.  2430  Market  street.     Two-story  frame  building. 
30th,  Cause  of  fire,  unknown. 

6.35  p.  m.,      Responded  to  by  the  Captain. 
Box  362.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $8,500.     Losses  paid,  $75. 
Insurance  on  contents,  $500.     Losses  paid,  $36. 


Monday,       No.  419  Sacramento  street.     Three-story  brick  building. 

31st,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.36  A.  M.,     Responded  to  by  Company  No.  1. 
Box  31.        In  service  forty  minutes. 

Insurance  on  building,  $6,174.83.     Loss,  $10.     No  claim. 
Insurance  on  contents,  $6,000.     Losses  paid,  $15. 


Monday,       No.  352  Brannan  street  (rear).     Two-story  frame  building. 

31st,  Cause  of  fire,  children  with  matches. 

1.10  p.  m.,      Responded  to  by  Company  No.  1. 
Box  69.        In  service  one  hour. 

Insurance  on  building,  $200.     Losses  paid,  $90. 
Loss  on  property  not  insured,  $50. 
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FEBRUARY. 

Wednesday,    No.  1315  Webster  street.     Two-story  frame  dwelling. 

2d,  Cause  of  fire,  children  with  matches. 

5.00  p.  M.,     Eesponded  to  by  the  Captain. 

Still.  In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  §2,100.     Losses  paid,  $525. 
Loss  on  property  not  insured  $110. 

Thursday,      No.  627 'Clay  street  (rear).     Three-story  brick  buildii 

3d,  Cause  of  fire,  hot  ashes. 

9.51  p.  M.,     Eesponded  to  by  Company  No.  1. 
Box  21.        In  service  forty  minutes. 
Loss,  $10.     No  claim. 

Friday  j  No.  125  First  street  (rear). 

4th,  Cause  of  fire,  carelessness  with  gasoline. 

10.49  A.  m.,  Responded  to  by  Company  No.  1. 

Box  52.  In  service  fifteen  minutes. 

Friday,  First  and  Mission  streets.     Lodging  house. 

4th,  Needless  alarm  for  burning  chimney. 

11.45  A.  M.,  Responded  to  by  Company  No.  1. 
Still.  In  service  twenty  minutes. 

Friday,  No.  94  Glover  street.     One  story  frame  dwelling. 

4th,  Cause  of  fire,  sparks  from  chimney. 

12.46  p.  M.,  Responded  to  by  the  Captain. 
Box  291 .  In  service  one  hour. 

Insurance  on  building,  $1,500.     Losses  paid,  $15. 
Insurance  on  contents,  $500.     Losses  paid,  $30. 

Saturday,      No.  101  Oak  street.     Two-story  frame  building. 

5th,  Cause  of  fire,  defective  dry-room. 

4.05  A.  M.,     Responded  to  by  Company  No.  2. 
Box  86.        In  service  one  hour. 

Insurance  on  building,  §1,000.     Losses  paid,  $395. 
Loss  on  property  not  insured,  §50. 


Sunday,  No.  2334  Mission  street. 

6th,  Needless  alarm  ;  chimney  burning. 

1.41  p.  M.,  Responded  to  by  Company  No.  2. 

Box  142.  In  service  forty  minutes. 
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Sunday,        No.  2305  Devisadero  street.     Two-story  frame  dwelling. 
6th,  Cause  of  fire,  defective  grate. 

6.41  P.  M.,      Responded  to  by  the  Captain. 
Box  324.       In  service  twenty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $29.90. 

Insurance  on  contents,  $1,200. 


Tuesday,       No.  716-722  Mission  street.     Four-story  brick  buildings. 
8th,  Cause  of  fire,  supposed  swinging  gas-bracket. 

12.40  p.  m.,     Responded  to  by  Company  No.  1. 
Box  62.        In  service  five  hours  and  fifty  minutes. 
Engine  worked  three  hours. 

Insurance  on  buildings,  $30,000.     Losses  paid,  $270. 
Insurance  on  contents,  $26,000.     Losses  paid,  $5,945. 


Tuesday,       No.  510  Ritch  street.     Two-story  frame  and  brick  building. 

8th,  Cause  of  fire,  sparks  from  locomotive. 

2.40  p.  m.,     Responded  to  by  Company  No.  1. 
Box  53.        In  service  one  hour. 

Insurance  on  building,  $1,000.     Losses  paid,  $750. 

Thursday,      No.  619  Post  street  to  No.  119  William  street.     Two-story  frame 

10th,  buildings. 

1.01  A.  M.,     Cause  of  fire,  explosion  of  coal-oil  lamp  in  wash-house. 
Box  371.       Responded  to  by  Company  No.  1. 

In  service  three  hours. 

Insurance  on  buildings,  $9,650.     Losses  paid,  $2,977. 

Insurance  on  contents,  $2,400.     Losses  paid,  $1,762. 

Loss  on  property  not  insured,  $933. 

Saturday,  No.  221  Market  street.     Unoccupied  building. 

12th,  Cause  of  fire,  carelessness  with  candle  by  gas  company's  employes. 

2.25  p.  m.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty  minutes. 

Sunday,        No.  1001  Pine  street.     Five-story  frame  building  (Bella  Vista 
13th,  House). 

12.28  a.m.,    Cause  of  fire,  defective  grate. 
Box  371.       Responded  to  by  Company  No.  1. 
In  service  three  hours. 
Covers  spread  two. 
Extinguished  by  Patrol. 

Insurance  on  building,  $100,000.     Losses  paid.  $125. 
Insurance  on  contents,  $50,000.     Losses  paid,  $203. 
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Monday,       N.  W.  corner  of  Valencia  and  Twenty-second  streets.     Two-story 

14th,  frame  building. 

7.55  A.  M.,     Cause  of  fire,  defective  stove. 
Box  143.       Eesponded  to  by  Company  No.  2. 
In  service  one  hour. 

Insurance  on  building,  $1,000.     Losses  paid  $10. 
Insurance  on  contents,  $1,500. 

Saturday,      No.  32  Garden  street.     Two-story  frame  dwelling  (roof). 

19th,  Cause  of  fire,  sparks  from  chimney. 

1.30  p.  M.,     Eesponded  to  by  Company  No.  1. 
Box  154.       In  service  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid.  $25. 


Saturday,      Nos.    218-220   Washington  street.     One   and   two-story   frame 

19th,  buildings. 

5.58  p.  M.,      Cause  of  fire,  carelessness  with  candle. 
Box  19.        Eesponded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  one. 

Insurance  on  buildings,  $600.     Losses  paid,  $240. 
Insurance  on  contents,  $3,500.     Losses  paid,  $942.50. 
Loss  on  property  not  insured,  $540. 


Tuesday,       No.  1201  Devisadero  street.     One-story  frame  building. 

22d,  Cause  of  fire,  unknown. 

3.59  a.m.,     Eesponded  to  by  Company  No.  2. 
Box  246.       In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $300. 
Insurance  on  contents,  $300.     Losses  paid,  $100. 

Tuesday,       No.  204-206  Clay  street.     One-story  brick  buildings. 

22d,  Cause  of  fire,  carelessness  with  cigar. 

7.00  A.  m.,     Eesponded  to  by  Company  No.  1. 
Still.  In  service  forty  mimutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $9. 
Insurance  on  contents,  $1,900. 


Tuesday,       Nos.  311-313  Sutter  street.    Two  and  three-story  frame  buildings 

22d,  Cause  of  fire,  defective  gas-pipe. 

5.32  p.  M.,     Eesponded  to  by  Company  No.  1. 
Box  49        In  service  one  hour  and  forty-five  minutes. 
and  Covers  spread,  fifteen. 

Telephone.      Insurance  on  buildings,  $3,000.     Losses  paid,  $250. 

Insurance  on  contents,  $11,300.     Losses  paid,  $1,037.44. 
Loss  on  property  not  insured,  $10. 
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Wednesday,    No.  •">-•'!  Vallejo  street.    Two-story  frame  building. 

23d,  Cause  of  fire,  carelessness  with  matches. 

.r).(in  a.  m.,     Responded  to  by  Company  No.  1. 
Box  351.        In  service  two  hours. 
Covers  spread,  three. 

Insurance  on  contents,  $750.     Losses  paid,  $52.50. 
Loss  on  property  not  insured,  $495. 

Saturday,       Nos.  2015-2019  Folsom  street.  Three-story  frame  building  (roof). 
26th,  Cause  of  fire,  sparks  from  smoke-stack. 

12.37  p.  M.,     Responded  to  by  Company  No.  2. 
Box  146.       In  service  fifty  minutes. 
Loss,  $5.     No  claim. 

Sunday,        No.  738  Washington  street.     Three-story  brick  building. 
27th,  Cause  of  fire,  carelessness  with  candle. 

4.42  A.  m..     Responded  to  by  Company  No.  1. 
Box  21.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $12,000.     Losses  paid,  $41.50. 
Insurance  on  contents,  $15,000.     Losses  paid,  $50. 

Sunday,        No.  863  Market  street.     Four-story  frame  building. 
27th,  Cause  of  fire,  carelessness  with  matches. 

5.45  p.  M.,  '  Responded  to  by  Company  No.  1. 
Still."  In  service  fifty  minutes. 

Loss  on  building,  $5.     No  claim. 
Loss  on  contents,  $10.     No  claim. 


MARCH. 

Tuesday,       No.  108  Park  avenue.     Two-story  frame  dwelling. 
1st,  Cause  of  fire,  carelessness  with  candle. 

12.59  A.  M.,     Responded  to  by  Company  No.  1. 
Box  154.       In  service  fifty-live  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $50. 
Loss  on  property  not  insured,  $50. 

Thursday,       N.    E.  corner  of  Vallejo  and  Mason  streets.     Two-story  fram 

3d,  building. 

12.05  a.  m.,      Cause  of  fire,  unknown. 

P>ox  16.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  building,  $500.     Losses  paid,  $140. 
Insurance  on  contents,  $2,000.     Losses  paid,  $695. 
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Thursday,      No.523  Market  street.     Three-story  brick  building. 
3d,  Cause  of  fire,  defective  chimney. 

10.40  A.  m.,     Responded  to  by  Company  No.  1. 
Still.  In  service  forty  minutes. 

Insurance  on  building,  $5,000.     Loss,  $7.50.     No  claim. 

Friday,  Sutter  street  (Swain's  bakery). 

4th,  False  alarm.     Messenger  wanted. 

7.10  p.  m.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty  minutes. 

Friday,         No.  910  Fine  street.     Three-story  frame  building. 
4th,  Cause  of  fire,  carelessness  with  candle. 

10.34  p.  m.,     Responded  to  by  Company  No.  1. 
Box  132.        In  service  one  hour  and  four  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $3,000.     Losses  paid,  $70. 
Insurance  on  contents,  $5,025.     Losses  paid,  $130. 

Saturday,      Third  and  Jessie  streets.     Two-story  frame  buildings. 

5th,  Cause  of  fire,  defective  chimney. 

12.15  A.  m.,     Responded  to  by  Company  No.  1. 
Box  61.         In  service  one  hour  and  fifteen  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $350. 
Insurance  on  contents,  $500.     Losses  paid,  $325. 
Loss  on  property  not  insured,  $10. 

Monday,       Foot  of  Vallejo  street  wharf.     Ship  Cornelis  Zino. 

7th,  Cause  of  fire,  unknown. 

8.03  p.  M.,      Responded  to  by  Company  No.  1. 
Box  13.        In  service  one  hour. 

Estimated  loss,  $1,500. 


Wednesday,    S.  W.  corner  of  Fifth  and  Berry  streets.     One  and  two-story 

9th,  frame  buildings. 

4.35  p.  m.,     Cause  of  fire,  unknown. 
Box  156.       Responded  to  by  Company  No.  1. 
In  service  three  hours. 

Insurance  on  buildings,  $500.     Losses  paid,  $500. 
Insurance  on  contents,  $10,500.     Losses  paid,  $10,397.60. 
Loss  on  property  not  insured,  $13,651. 

Sunday,        No.  124  Third  street  (rear).     One-story  brick  smoke-house. 
13th,  Cause  of  fire,  defective  smoke-house. 

7.31  A.  m.,     Responded  to  by  Company  No.  1. 
Box  61.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $180. 
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Monday,       Black  Point.     Four-story  brick  building.     Pioneer  Woolen  Mills. 

14th,  Cause  of  lire,  sparks  in  rag-picking  room. 

1.02  p.  m.,     Responded  to  by  the  Captain. 
Box  124.        In  service  fifty  minutes. 
Loss,  $25.     No  claim. 

Tuesday,       No.  32  Clay  street.     Two-story  frame  building 
15th,  Cause  of  fire,  defective  chimney. 

10.14  p.  M.,     Responded  to  by  Company  No.  1. 
Box  15.        In  service  one  hour. 

Insurance  on  building,  $200.     Losses  paid,  $40. 
Insurance  on  contents,  $800. 


Wednesday,    Montgomery  avenue  and  Green  street.  Two-story  frame  buildings. 

16th,  Cause  of  fire,  defective  stove-pipe. 

3.30  A.  M.,     Responded  to  by  Company  No.  1. 
Box  8.         In  service  two  hours. 
Covers  spread,  sixteen. 

Insurance  on  buildings,  $9,000.     Losses  paid,  $2,063.25. 
Insurance  on  contents,  $2,000.     Losses  paid,  $930. 
Loss  on  property  not  insured,  $470. 


Thursday,     N.  E.  corner  of  Frederick  street  and  Rincon  place.     One  and 

17th,  two-story  frame  buildings. 

3.04  A.  M.,     Cause  of  fire,  unknown. 
Box  59.        Responded  to  by  Company  No.  1. 
In  service  three  hours. 
Covers  spread,  nineteen. 

Insurance  on  buildings,  $7,050.     Losses  paid,  $4,100. 
Insurance  on  contents,  $4,200.     Losses  paid,  $2,129.80. 
Loss  on  property  not  insured,  $375. 

Thursday,      No.  1809  Jones  street  (rear).     Chicken-house. 

17th,  Cause  of  fire,  children  with  matches. 

7.49  A.  M.,     Responded  to  by  the  Captain. 
Box  291.       In  service  one  hour. 

Loss  on  property  not  insured,  $5. 

Thursday,      No.  857  Folsom  street.     Two-story  frame  building. 

17th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.03  p.  M.,     Responded  to  by  Company  No.  2. 
Box  156.       In  service  one  hour  and  fifteen  minutes. 

Insurance  on  building,  $1,600.     Losses  paid,  $177. 

Loss  on  property  not  insured,  $100. 
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Friday,  No.  22  Fifth  street. 

18th,  False  alarm.     Box  in  hall. 

1.23  P.  M.,  Kesponded  to  by  Company  No.  1. 

Telephone.  In  service  twenty-five  minutes. 


Monday,       No.  441  Seventh  street  (rear).     One-story  brick  building. 

21st,  Cause  of  fire,  spark  from  rag-picking. 

5.04  p.  m.,     Kesponded  to  by  Company  No.  2. 
Box  154.       In  service  forty  minutes. 

Insurance  on  contents,  $2,499.73.     Losses  paid,  |167. 

Monday,       Fremont  and  Natoma  streets.     Three-story  brick  building. 

21st,  Cause  of  fire,  carboy  of  acid  on  roof. 

7.28  p.  M.,     Responded  to  by  Company  No.  1. 
Box  52.        In  service  fifty  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $10. 

Tuesday,  No.  729  California  street. 

22d,  False  alarm.     Box  out  of  order. 

7.10  p.  M.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty-five  minutes. 

Thursday,      No.  1028  Market  street.     One-story  frame  building. 

24th,  Cause  of  fire,  cigarette  smoking. 

4.10  A.  M.,     Responded  to  by  Company  No.  2. 
Telephone.      In  service  one  hour. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
Insurance  on  contents,  §13,500.     Losses  paid,  $6. 

Monday,       No.  912  Ellis  street.     Three-story  frame  dwelling  (roof). 
28th,  Cause  of  fire,  sparks  from  chimney. 

12.50  p.  m.,    Responded  to  by  Company  No.  2. 
Still.  In  service  twenty  minutes. 

Insurance  on  building,  §1,500. 

Tuesday,       No.  913  Bryant  street.     Three-story  frame  building. 

29th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

5.13  A.  M.,     Responded  to  by  Company  No.  2. 
Box  154.       In  service,  one  hour. 

Insurance  on  building,  $4,000.     Losses  paid,  $625. 
Insurance  on  contents,  $1,300.     Losses  paid,  $1,203.64. 

Tuesday,       No.  216  Sansome  street.     Three-story  brick  building. 

29th,  Cause  of  fire,  defective  grate. 

5.23  p.  M.,     Responded  to  by  Company  No.  1. 
Still.  In  service  forty  minutes. 

Insurance  on  building,  $20,000.     Loss,  $25.     No  claim. 
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Tuesday,  S.  W.  corner  of  Fifth  and  Berry  streets. 

29th,  Needless  alarm. 

5.23  P.  M.,  Responded  to  by  Company  No.  1 . 

Box  156.  In  service  forty  minutes. 

Wednesday,    No.  605  Hayes  street.     Two-story  frame  building. 

30th,  Cause  of  fire,  children  with  matches. 

11.10  A.  M.,    Responded  to  by  Company  No.  2. 
Box  85.        In  service  fifty  minutes. 

Insurance  on  contents,  $1,500.     Losses  paid,  $377. 
Loss  on  property  not  insured,  $5. 

Wednesday,    N.  E.  corner  of  Clay  and  Front  sts.     Two-story  brick  building. 

30th,  Cause  of  fire,  supposed  carelessness  with  candle. 

8.00  p.  M.,     Responded  to  by  Company  No.  1. 
Box  26.        In  service  two  hours. 
Covers  spread,  six. 

Insurance  on  building,  $20,000.     Losses  paid,  $300. 
Insurance  on  contents,  $2,000.     Losses  paid,  $100. 


APRIL. 


Friday,        Nos.  131  and  133  Folsom  st.     Roof  of  two-story  frame  building. 
1st,  Cause  of  fire,  spark  from  smoke-stack. 

3.58  p.  m.,     Responded  to  by  Company  No.  1. 
Box  51.        In  service  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $75. 
Insurance  on  contents,  $1,000. 


Friday,        Nos.  121  Beale  street  to  118  Main  street.     One  and  two-story 

1st,  frame  buildings. 

S.04  p.  M.,      Cause  of  fire,  sparks  from  furnace. 
Box  39.        Responded  to  by  Company  No.  1 . 

In  service  two  hours  and  forty  minutes. 

Covers  spread,  four. 

Insurance  on  buildings,  $4,012.50.     Losses  paid,  $805. 

Insurance  on  contents,  $8,237.50.     Losses  paid,  $1,125. 

Loss  on  property  not  insured,  $25. 


Saturday,  No.  20  Montgomery  street.     Three  story  brick  building. 

2d,  Cause  of  fire,  match  carelessly  thrown  in  waste-basket. 

1 1 .54  A.  m.,  Responded  to  by  Company  No.  1 . 

Telephone.  In  service  twenty  minutes. 
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Sunday,  Nos.  116  and  118  Virginia  street.     Two-story  frame  buildings. 

3d,  Cause  of  fire,  unknown. 

4.15  A.  M.,  Responded  to  by  Company  No.  1. 
Box  14.  In  service  one  hour  and  forty  minutes. 

Covers  spread,  four. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $250. 
Insurance  on  contents,  $500.     Losses  paid,  $275. 
Loss  on  property  not  insured,  $70. 

Sunday,        No.  327  Oak  street  (rear).     One-story  frame  dwelling. 
3d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

12.02  p.  M.,     Responded  to  by  Company  No.  2. 
Box  83.        In  service  fifty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $25. 

Sunday,  Third  street  wharf.     Lot  of  hay. 

3d,  Cause  of  fire,  supposed  pipe-smoking. 

7.16  p.  m.,  Responded  to  by  Company  No.  1. 
Box  53.  In  service  forty  minutes. 

Insurance  on  contents,  $1,300.     Losses  paid,  $958. 
Loss  on  property  not  insured,  $800. 

Sunday,  No.  629  Jackton  street. 

3d,  Needless  alarm  ;  chimney  burning. 

11.55  P.  M.,  Responded  to  by  Company  No.  1. 

Box  17.  In  service  twenty-five  minutes. 


5th, 

2.19  p. 

Box  6 


Nos.  523  to  547  Fifth  street.     Three-story  frame  building. 

Cause  of  fire,  sparks  from  chimney. 

Responded  to  by  Company  No.  1. 

In  service  two  hours. 

Covers  spread,  eleven. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $1,250. 

Insurance  on  contents,  $11,000.     Losses  paid,  $2,911.50. 


Friday,  No.  800  Dupont  street. 

8th,  Needless  alarm  ;  chimney  burning. 

11.33  A.  M.,  Responded  to  by  Company  No.  1. 

Box  21.  In  service  forty  minutes. 

Sunday,        N.  W.  corner  of  Central  and  Point  Lobos  avenues. 
10th,  frame  bwilding. 

9.10  p.  M.,      Cause  of  fire,  defective  chimney  in  wash-house. 
Box  326.       Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  building,  $1,300.     Losses  paid,  $600. 
Loss  on  property  not  insured,  $400. 


One-story 
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Monday,       No.  33  Post  street.     Three-story  brick  building. 
11th,  Cause  of  fire,  defective  range. 

10.40  a.  M.,    Responded  to  l>y  Company  No.  1. 
Still.  In  service  forty  minutes. 

Loss  on  property  not  insured,  $10. 

Tuesday,       No.  232  Fourteenth  street  (rear).     One-story  frame  building. 
12th,  Cause  of  fire,  explosion  of  boiler. 

12.25  p.  M.,    Responded  to  by  Company  No.  2. 
Box  3fi4.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $2,200. 

Tuesday,       Nos.  644-646  Sacramento  street.    Three-story  brick  building. 

12th,  Cause  of  fire,  carelessness  with  matches. 

3.34  p.  M.,      Responded  to  by  Company  No.  1. 
Box  21.        In  service  fifty  minutes. 

Insurance  on  building,  $15,000.     Losses  paid,  $10. 
Loss  on  property  not  insured,  $10. 

Saturday,  No.  635  Jackson  street.     Three-story  brick  building. 

16th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.12  p.  M.,  Responded  to  by  Company  No.  1. 
Box  25.  In  service  two  hours. 

Covers  spread,  nineteen. 

Insurance  on  building,  $10,000.     Losses  paid,  $290.96. 

Insurance  on  contents,  $17,600.     Losses  paid,  $487.68. 

Sunday,        No.  351  Fourth  street.     Two-story  frame  building. 
17th,  Cause  of  fire,  supposed  incendiary. 

9.09  P.  M.,      Responded  to  by  Company  No.  1. 
Box  63.        In  service  twenty-five  minutes. 

Insurance  on  contents,  $2,000.     Losses  paid,  $50. 
Loss  on  property  not  insured,  $25. 

Monday,  No.  764  Mission  street. 

18th,  False  alarm. 

6.23  P.  M.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty-five  minutes. 

Tuesday,  Corner  of  Nineteenth  street  and  Treat  avenue.    Two-story  frame 
19th,  building. 

5.13  p.  M.,  Cause  of  fire,  spark  from  rag-picker. 
Box  149.  Responded  to  by  Company  No.  2. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  building,  $1,000.     Losses  paid,  $550. 
Insurance  on  contents,  $2,500.     Losses  paid,  $1,647. 
Loss  on  property  not  insured,  $900. 
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Saturday,      Nos.  14  to  24  Steuart  street.     Two-story  frame  dwellings. 

23d,  Cause  of  fire,  supposed  plumber's  stove. 

9.59  P.  M.,     Eesponded  to  by  Company  No.  1. 
Box  34.        In  service  two  hours  and  forty  minutes. 
Covers  spread,  forty -one. 

Insurance  on  buildings,  $2,750.     Losses  paid,  $2,053. 
Insurance  on  contents,  §11,400.     Losses  paid,  §1,360.85. 
Loss  on  property  not  insured,  $470. 

Saturday,       No.  34  Langton  street.     Two-story  frame  building. 

23d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

10.20  p.  M.,     Eesponded  to  by  Company  No.  2. 
Box  184.       In  service  thirty  minutes. 

Loss  on  property  not  insured,  $20. 

Sunday,        Nos.  253-263  Clementina  street.     Three-story  frame  buildings. 

24th,  Cause  of  fire,  supposed  spark  from  soda-works  chimney. 

1.55  A.  M.,     Responded  to  by  Company  No.  1. 
Box  157.       In  service  two  hours  and  fifteen  minutes. 

Covers  spread,  twenty-two. 

Insurance  on  buildings,  $19,000.     Losses  paid,  $2,632.79. 

Insurance  on  contents,  $5,250.     Losses  paid,  $1,085.40. 

Loss  on  property  not  insured,  $1,490. 

Monday,       No.  914  Washington  street.     One-story  frame  building. 
25th,  Cause  of  fire,  carelessness  with  cigar. 

11.23  p.  m.,     Responded  to  by  Company  No.  1. 
Box  25.        In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $20. 

Wednesday,    No.  2616  Sutter  street.     Two-story  frame  dwelling. 

27th,  Cause  of  fire,  children  with  matches. 

3.05  p.  M.,      Responded  to  by  the  Captain. 
Box  326.       In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $1,750.     Losses  paid,  $70. 
Loss  on  property  not  insured,  $50. 

Thursday,      Nos.  5-11  Everett  street.     Ont  and  two-story  frame  buildings. 

28th,  Cause  of  fire,  defective  chimney. 

9.25  p.  M.,     Responded  to  by  Company  No.  1. 
Box  61.        In  service  one  hour  and  forty  minutes. 
Covers  spread,  twelve. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $350. 
Insurance  on  contents,  $1,850.     Losses  paid,  $267. 
Loss  on  property  not  insured,  $60. 
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Friday,        S.  E.  corner  of  Fourth  and  Berry  sis.    Two-story  frame  building. 
29th,  Cause  of  fire,  defective  chimney. 

11.40  A.  m.,    Responded  to  by  Company  No.  1. 
Box  156.        In  service  one  hour. 
Covers  spread,  six. 

Insurance  on  building,  $2,000.     Losses  paid,  $225. 
Insurance  on  contents,  $1,500.     Losses  paid,  $110. 

Friday,  No.  1430  Pine  street.     Chicago  Brewery. 

29th,  False  alarm. 

0.04  P.  m.,  Responded  to  by  Company  No.  2. 

Telephone.  In  service  twenty  minutes. 

Saturday,      No.  1513  Stockton  street.     Two-story  frame  building. 

30tli,  Cause  of  fire,  carelessness  with  matches. 

1.45  A.  M.,     Responded  to  by  Company  No.  1. 
Box  8.         In  service  fifty  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $125.75. 
Loss  on  property  not  insured,  $25. 


Saturday,       N.  E.  corner  of  Sutter  street  and  Central  avenue. 

30th,  frame  building. 

2.05  A.  m.,     Cause  of  fire,  supposed  carelessness  with  cigar. 
Box  326.       Responded  to  by  the  Captain. 

In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $4,000.     Losses  paid,  $275. 

Insurance  on  contents,  $2,000.     Losses  paid,  $75. 


Two-story 


Saturday,      No.  738  Jackson  street.     One-story  frame  building. 

30th,  Cause  of  fire,  sparks  from  chimney. 

1.28  p.  M.,      Responded  to  by  Company  No.  1. 
Box  25.        In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $10. 

Saturday,       No.  606  Minna  street.     Roof  of  two-story  frame  dwelling. 

30tb,  Cause  of  fire,  sparks  from  chimney. 

2.05  p.  M.,     Responded  to  by  Company  No.  2. 
Box  183.        In  service  thirty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $22. 


Saturday,       No.  1S08  Dupont  street.     One-story  frame  building. 

30th,  Cause  of  fire,  children  with  matches. 

8.14  p.  m.,      Responded  to  by  Company  No.  1. 
Still.  In  service  one  hour. 

Insurance  on  building,  $1,500.     Losses  paid,  $271. 
Insurance  on  contents,  $500.     Losses  paid,  $348.50. 
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MAY. 

Sunday,        No.  9*  Garden  street.     Two-story  frame  dwelling. 

1st,  Cause  of  fire,  defective  chimney. 

1.40  A.  M.,     Responded  to  by  Company  No.  2. 
Box  154.       In  service  one  hour  and  thirty  minutes. 
Covers  spread,  five. 

Insurance  on  building,  $1,500.  Losses  paid,  $65. 
Insurance  on  contents,  $500.  Losses  paid,  $24.50. 
Loss  on  property  not  insured,  $10. 

Monday,       S.  E.  corner  of  Third   and  Market  streets.     Four-story  brick 

2d,  building. 

1.48  p.  m.,     Cause  of  fire,  explosion  of  oil-tank. 
Box  48.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Loss  on  property  not  insured,  $125. 

Monday,       No.  873  Market  street.     Three-story  frame  building. 
2d,  Cause  of  fire,  defective  flat-iron  heater. 

10.26  p.  M.,     Responded  to  by  Company  No.  2. 
Box  47.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $8,000.  Losses  paid,  $125. 
Insurance  on  contents,  $24,000.     Losses  paid,  $100. 


Monday,       Union  and  Larkin  sts.,  N.  E.  corner.     Two-story  frai 
2d,  Cause  of  fire,  carelessness  with  matches. 

11.10  p.  m.,     Responded  to  by  the  Captain. 
Box  123.       In  service  two  hours  and  forty  minutes. 

Insurance  on  building,  $1,750.     Losses  paid,  $975. 
Insurance  on  contents,  $2,600.     Losses  paid,  $1,310. 
Loss  on  property  not  insured,  $1,700. 


building. 


Tuesday,       No.  892  Seventeenth  street  (rear). 

3d,  Cause  of  fire,  wooden  ash-barrel. 

1.17  A.  m.,     Responded  to  by  the  Captain. 
Box  271.       In  service  one  hour. 

Loss  on  property  not  insured,  $10. 


One-story  frame  shed. 


Thursday,      Francisco  street,  between  Leavenworth  and  Hyde  streets.     One- 

5th,  story  frame  building. 

7.37  p.  m.,     Cause  of  fire,  explosion  of  coal-oil  lamp. 
Box  192.       Responded  to  by  the  Captain. 

In  service  one  hour. 

Loss  on  property  not  insured,  $800. 
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Thursday,  No.  1130  Market  street. 

5th,  False  alarm. 

7.50  P.  M.,  Responded  to  by  Company  No.  2. 

Telephone.  In  service  twenty-five  minutes. 

Saturday,      Nos.  233-239  Fifth  street.     One-story  frame  buildings. 
7th,  Cause  of  lire,  unknown. 

12.23  A.  m.,    Responded  to  by  Company  No.  1. 
Box  158.       In  service  one  hour  and  thirty  minutes. 
Covers  spread,  one. 

Insurance  on  buildings,  $1,000.  Losses  paid,  $827. 
Insurance  on  contents,  $2,600.  Losses  paid,  $650. 
Loss  on  property  not  insured,  $50. 

Sunday,        No.  229  Fifth  street.     Three-story  frame  building. 
8th,  Cause  of  fire,  carelessness  with  matches. 

4.10  p.  m.,     Responded  to  by  Company  No.  2. 
Box  158.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $5. 

Sunday,  False  alarm. 

8th,  Eesponded  to  by  the  Captain. 

6.58  p.  M.,  In  service  fifty  minutes. 
Box  312. 


Monday,  No.  2021  Geary  street.     Frame  building. 

9th,  Cause  of  fire,  chimney  burning. 

6.26  A.  m.,  Responded  to  by  the  Captain. 

Box  246.  In  service  one  hour. 


Monday,  No.  1319  Golden  Gate  avenue.     Two-story  frame  dwelling 

9th,  Cause  of  fire,  wooden  ash-barrel. 

5.13  p.  m.,  Responded  to  by  Company  No.  2. 

Box  174.  In  service  fifty  minutes. 


Tuesday,       Steuart  and  Folsom  streets.     One  and  two-story  frame  buildings 

10th,  and  hay  barn. 

2.38  p.  m.,     Cause  of  fire,  sparks  from  smoke-stack. 
2.5(1  p.  M.,     Responded  to  by  Companies  Nos.  1  and  2. 
Box  36.        In  service  three  hours. 

2d  alarm.      Insurance  on  buildings,  $15,750.     Losses  paid,  $15,650. 
Insurance  on  contents,  $20,000.     Losses  paid,  $18,550. 
Loss  on  property  not  insured,  $3,861. 
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Tuesday,  No.  1817  Stockton  street. 

10th,  Cause  of  lire,  chimney  burning. 

4.45  p.  m.,  Kesponded  to  by  Company  No.  1. 

Box  3.  In  service  twenty-five  minutes. 

Tuesday,       Eighteenth  and  Diamond  sts.    One-story  frame  barn  ( unoccupied) . 
10th,  Cause  of  fire,  incendiary. 

10.16  p.  m.,     Kesponded  to  by  the  Captain. 
Box  273.       In  service  one  hour. 

Insurance  on  building,  $300.     Losses  paid,  $300. 

Tuesday,       Nos.  1023-1025  Market  street.     Two-story  frame  buildings. 
10th,  Cause  of  fire,  unknown. 

11.57  p.  M.,    Responded  to  by  Company  No.  2. 
Box  95.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $2,500.     Losses  paid,  $475. 
Insurance  on  contents,  $5,300.     Losses  paid,  $681. 


Wednesday,    No.   611  Jackson  street.     One-story  frame,   attached  to  three- 

11th,  story  brick  building. 

2.55  A.  m.,     Cause  of  fire,  incendiary. 
Box  25.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  building,  $5,000.     Losses  paid,  $140. 
Insurance  on  contents,  $500. 

Wednesday,    No.  418  Natoma  street.     Two-story  frame  dwelling  (roof). 

11th,  Cause  of  fire,  spark  from  chimney. 

9.51  A.  M.,     Responded  to  by  Company  No.  2. 
Box  64.        In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $5. 

Thursday,      No.  329  Eighteenth  street.     Two-story  frame  dwelling. 

12th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.49  p.  m.,     Responded  to  by  Company  No.  2. 
Box  276.       In  service  fifty  minutes. 

Insurance  on  building,  $2,000.     Losses  paid  $100. 
Insurance  on  contents,  $2,000.     Losses  paid,  $441. 

Friday,  Foot  of  Fourth  st.     Alarm  given  for  falling  of  grain  warehouse. 

13th,  Responded  to  by  Company  No.  1. 

5.15  p.  m.,  In  service  forty  minutes. 
Box  156. 
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Friday,         Walnut  avenue,  between  Polk  and  Larkin  streets.     A  fence. 
13th,  Cause  of  lire,  boys  with  matches. 

5.  17  p.  m.,      Responded  to  by  Company  No.  2. 
Box  L35.       Tn  service  forty  minutes. 

Loss  on  property  not  insured,  $5. 

Friday,        Market  and  Eighth  streets.     One  and  two-story  frame  buildings. 
13th,  Cause  of  fire,  defective  chimney. 

5.59  P.  M.,     Responded  to  by  Company  No.  2. 
Box  183.       In  service  two  hours  and  twenty  minutes. 
Covers  spread,  nine. 

Insurance  on  buildings,  $3,900.     Losses  paid,  $3,800. 
Insurance  on  contents,  $4,800.     Losses  paid,  $1,400.47. 
Loss  on  property  not  insured,  $741. 

Monday,       No.  529  Market  street.     Three-story  brick  building. 

16th,  Cause  of  fire,  carelessness  with  gas-stove. 

8.35  p.  m.,     Responded  to  by  Company  No.  1. 
Still.  In  service  forty  minutes. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
Loss,  $10. 

Tuesday,     Railroad  avenue  and  Venezuela  street.     One-story  frame  building 
17th,  and  shed. 

11.40  p.  M.,     Cause  of  fire,  unknown. 
Box  281.       Responded  to  by  the  Captain. 
In  service  three  hours. 

Insurance  on  buildings,  $30,450.     Losses  paid,  $18,460. 
Insurance  on  contents,  $41,325.     Losses  paid,  $40,365. 
Loss  on  property  not  insured,  $22,000. 

Thursday,      No.  416  Sacramento  street.     Two-story  brick  building. 

19th,  Cause  of  fire,  unknown. 

9.40  A.  m.,     Responded  to  by  Company  No.  1. 
P.ox  31.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  ten. 
Extinguishers  used,  two. 

field  in  cheek  until  arrival  of  Fire  Department. 
I  nsurance  on  building,  $5,000.     Losses  paid,  $220. 
Insurance  on  contents,  $22,300.     Losses  paid,  $2,981.30. 

Friday,        No.  28  Clay  street.     Two-story  frame  building. 
20th,  Cause  of  fire,  carelessness  with  cigar. 

3.21  A.M.,      Responded  to  by  Company  No.  1. 
Pox  15.        In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $1,600.     Losses  paid,  $62.50. 
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Friday,  No.  215  Bush  street. 

20th,  False  alarm  ;  box  out  of  order. 

11.46  a.  m.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty  minutes. 


Friday,        Second  street,  between  Howard  aud  Folsom  streets. 
20th,  Cause  of  fire,  carelessness  with  plumber's  stove. 

2.52  p.  m.,     Responded  to  by  Company  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured  $100. 


Brewery. 


Saturday,      No.  16  Market  street.     Two-story  brick  building. 

21st,  Cause  of  fire,  carelessness  with  matches. 

9.37  p.  m.,      Responded  to  by  Company  No.  1. 
Box  32.        In  service  one  hour  and  forty  minutes. 

Covers  spread,  thirty-eight. 

Insurance  on  building,  .$5,000.     Losses  paid,  $250. 

Insurance  on  contents,  $4,000.     Losses  paid,  $250. 

Loss  on  property  not  insured,  $300. 


Sunday,        Nos.  1713-1721  Market  st.     One  and  two-story  frame  buildings. 
22d,  Cause  of  fire,  spontaneous  combustion  in  paint  store. 

7.40  A.  M.,     Responded  to  by  Company  No.  2. 
Box  84.        In  service  two  hours  and  fifteen  minutes. 
Covers  spread,  eighteen. 

Insurance  on  contents,  $3,400.     Losses  paid,  $623. 
Loss  on  property  not  insured,  $1,185. 


Monday,  No.  227  Golden  Gate  avenue. 

23d,  Cause  of  fire,  chimney  burning. 

5.28  p.  m.,  Responded  to  by  Company  No.  2. 

Box  91.  In  service  twenty-five  minutes. 

Wednesday,  No.  711  Sutter  street.     One-story  frame  building. 

25th,  Cause  of  fire,  carelessness  with  matches. 

6.47  p.  M.,  Responded  to  by  Company  No.  1. 

Box  371.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $1. 


Thursday,      S.  E.  corner  of  Castro  and  Eighteenth  streets.     Two-story  frame 

26th,  building. 

1.54  A.  M.,     Cause  of  fire,  unknown. 
Box  273.       Responded  to  by  the  Captain. 

In  service  fifty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $110. 

Insurance  on  contents,  $600.     Losses  paid,  $214.50. 
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Friday,        Nos.  613-619  Brannan  st.     Two  and  three-story  frame  buildings. 
27th,         Cause  of  fire,  unknown. 
12.07  A.  M.,    Responded  to  by  Company  No.  2. 
Box  154.       In  service  two  hours  and  forty  minutes. 
Covers  spread,  twelve. 

Insurance  on  buildings,  $1,200.     Losses  paid,  $1,200. 
Insurance  on  contents,  $8,900.     Losses  paid,  $4,775. 
Loss  on  property  not  insured,  $11,688. 


Friday,         No.  762  Mission  street.      Four-story  brick  building. 

27th,  Cause  of  fire,  carelessness  with  cigar. 

6.13  p.  m.,     Responded  to  by  Company  No.  1. 
Box  62.         In  service  three  hours. 

Covers  spread,  ten. 

Insurance  on  building,  $5,000.     Losses  paid,  $1,240. 

Insurance  on  contents,  $6,000.     Looses  paid,  $6,000. 

Loss  on  property  not  insured,  $3,500. 


Friday,        No.  2315  Howard  street.     Two-story  frame  building. 
27th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

10.40  p.  m.,     Responded  to  by  Company  No.  2. 
Box  147.       In  service  one  hour  and  twenty  minutes. 
Covers  spread,  nine. 

Insurance  on  building,  $2,000.     Losses  paid,  $860. 
Loss  on  property  not  insured,  $150. 


Saturday,       Howard  street  wharf.     Bark,  "Enoch  Talbot." 
28th,  Cause  of  fire,  spark  from  hoisting  engine. 

•11.49  A.  M.,    Responded  to  by  Company  No.  1. 
Box  39.        In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 

Sa  t  u  n  lay,  No.  823  Bush  street. 

28th,  False  alarm  ;  box  out  of  order. 

4.25  p.  m.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty  minutes. 

Saturday,      No.  13  Leavenworth  street.     Two-story  frame  dwelling. 

28th,  <  !ause  of  fire,  carelessness  with  matches. 

9.04  i'.  m.,      Responded  to  by  Company  No.  2. 
Box  91.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  ten. 

Insurance  on  building,  $3,000.     Losses  paid,  $375. 
Insurance  on  contents,  $1,500.     Losses  paid,  $150. 
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Sunday,        No.  2510  California  street.     Two-story  frame  dwelling. 

29th,  Cause  of  fire,  carelessness  with  matches. 

3.57  p.  m.,      Kesponded  to  by  the  Captain. 
Box  321 .       In  service  one  hour. 

Insurance  on  building,  84,000.     Losses  paid,  $76. 
Insurance  on  contents,  $1,200. 


Sunday,        Eighteenth  street,  near  Castro  street.     Two-story  frame  stable. 
29th,  Cause  of  lire,  pipe  smoking. 

9.15  p.  M.,      Kesponded  to  by  the  Captain. 
Box  273.        In  service  one  hour. 

Loss  on  property  not  insured,  $125. 


Monday,       No.  1327  Clay  street.     Two-story  frame  building. 

30th,  Cause  of  fire,  carelessness  with  matches. 

8.20  p.  M.,     Kesponded  to  by  Company  No.  2. 
Box  128.       In  service  one  hour. 

Insurance  on  building,  $4,000.     Losses  paid,  $160. 
Insurance  on  contents,  $4,000.     Losses  paid,  $348. 


Tuesday,       No.  13  Stockton  street.     Two-story  frame  building. 

31st,  Cause  of  fire,  unknown. 

1.48  A.  M.,     Responded  to  by  Company  No.  1. 
Box  98.        In  service  one  hour  and  forty  minutes. 

Covers  spread,  ten. 

Insurance  on  building,  S2,000.     Losses  paid,  $525. 

Insurance  on  contents,  $3,500.     Losses  paid,  $166. 


Tuesday,       No.  107  Ridley  street  (rear).     One-story  frame  wood-shed. 

31st,  Cause  of  fire,  children  with  matches. 

4.51  p.  m.,     Responded  to  by  Company  No.  2. 
Box  361.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $5. 


JUNE. 


Wednesday,  Howard  street,  between  Eighth  and  Ninth  streets. 

1st,  Cause  of  fire,  chimney  burning. 

9.15  P.  M.,  Responded  to  by  Company  No.  2. 

Box  73.  In  service  forty  minutes. 


Brewerv. 
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Thursday,      No.  498  Fourth  street.     One-story  frame  building. 

2d,  Cause  of  (ire,  defective  smoke-house. 

12.05  A.  M.,     Responded  to  by  Company  No.  1. 
Box  68.        In  service  one  hour. 

Insurance  on  building,  $700.     Losses  paid,  $65. 
Insurance  on  contents,  $1,350.     Losses  paid,  $30. 

Thursday,      Nos.  713-719  Sansome  street.     Two-story  brick  building  (roof). 

2d,  Cause  of  fire,  sparks  from  chimney. 

10.45  p.  m.,     Responded  to  by  Company  No.  1. 
Telephone.      In  service  forty  minutes. 

Extinguishers  used,  one. 

Loss,  $10.     No  claim. 

Thursday,      No.  207  Waller  street.     One-story  frame  building. 

2d,  Cause  of  fire,  defective  chimney. 

11.01  P.  M.,    Responded  to  by  Company  No.  2. 
Box  381.       In  service  o'ne  hour. 

Insurance  on  building,  $1,000.     Losses  paid,  $275. 
Loss  on  property  not  insured,  $100. 

Thursday,      No.  1239  Mission  street.     Two-story  frame  building. 

2d,  Cause  of  fire,  incendiary. 

11.18  p.  m.,     Responded  to  by  Company  No.  2. 
Box  76.        In  service  one  hour  and  fifty  minutes. 
Covers  spread,  twelve. 

Insurance  on  building,  $1,200.     Losses  paid.  $130. 
Insurance  on  contents,  $2,400.     Losses  paid,  $60. 
Loss  on  property  not  insured,  $225. 

Friday,        Nos.  646-650  Howard  street.     Two-story  frame  buildings. 
3d,  Cause  of  fire,  defective  forge. 

12.32  A.  m.,    Responded  to  by  Company  No.  1. 
Box  64.        In  service  two  hours. 
Covers  spread,  ten. 

Insurance  on  buildings,  $3,500.     Losses  paid,  $2,075. 
Insurance  on  contents,  $4,350.     Losses  paid,  $2,235. 
Loss  on  property  not  insured,  $4,100. 

Friday,        No.  51  Brady  street.     Two-story  frame  building. 
3d,  Cause  of  fire,  defective  chimney. 

3.49  P.  m.,      Responded  to  by  Company  No.  2. 
Box  84.        In  service  forty  minutes. 

Insurance  on  building,  $300.     Losses  paid,  $15. 
Insurance  on  contents,  $100.     Losses  paid,.  $10. 
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Saturday,       No.  833  Geary  street.     Two-story  frame  building. 

4th,  Cause  of  fire,  carelessness  with  cigar. 

7.29  p.  m.,      Responded  to  by  Company  No.  2. 
Box  137.       In  service  fifty  minutes. 

Insurance  on  building,  $400.     Losses  paid,  $10. 

Loss  on  property  not  insured,  $10. 


Monday,       No.  308  Stockton  street.     Four-story  brick  building. 
6th,  Cause  of  fire,  supposed  cigar-smoking. 

10.27  p.  m.,     Responded  to  by  Company  No.  1. 
Box  49.        In  service  two  hours. 

Insurance  on  buildings,  $45,000.     Losses  paid,  $1,500. 
Insurance  on  contents,  $8,800.     Losses  paid,  $4,100. 


Thursday,      Van  Ness  ave.,  between  Hayes  and  Market  sts. 

9th,  Cause  of  fire,  boys  witb  matches. 

4.50  p.  m.,      Responded  to  by  Company  No.  2. 
Box  81.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $10. 


Frame  shed. 


Thursday,      No.  120  Turk  street.     Two-story  frame  building 

9th,  Cause  of  fire,  defective  chimney. 

8.18  P.  M.,      Responded  to  by  Company  No.  2. 
Box  93.        In  service  thirty  minutes. 

Loss  on  property  not  insured,  $5. 


Saturday,       No.  28  Clay  street  (rear).     Frame  shed. 

11th,  Cause  of  fire,  supposed  spontaneous  combustion. 

2.40  A.  M.,     Responded  to  by  Company  No.  1. 
Box  15.         In  service  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $37.50. 
Loss  on  property  not  insured,  $100. 


Saturday,  Twenty-second  street  and  Potrero  avenue. 

11th,  Needless  alarm  ;  burning  brush. 

10.00  p.  m.,  Responded  to  by  the  Captain. 

Box  235.  In  service  one  hour. 


Hospita 


Sunday,  S.  E.  corner  of  Fourth  and  Mission  streets. 

12th,  False  alarm.     Box  out  of  order. 

7.25  p.  m.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty  minutes. 
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Tuesday,       No.  228  Eighth  street.     Two-story  frame  building. 

I  1th,  (  iause  of  fire,  defective  stove-pipe. 

9  28  i'.  m.,      Responded  to  by  Company  No.  2. 
Bos  73.         In  service  fifty  minutes. 

Loss  on  property  not  insured,  $10. 

Wednesday,  No.  405  Geary  street. 

15th,  False  alarm. 

0.20  p.  m.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty  minutes. 

Saturday,      No.  104  Powell  street.     Three-story  frame  dwelling. 

18th,  Cause  of  fire,  explosion  of  gasoline. 

12.50  a.  m.,    Responded  to  by  Company  No.  2. 
Telephone.      In  service  thirty-five  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $50. 

Saturday,       No.'  228  Webster  street.     One-story  frame  building. 

18th,  Cause  of  fire,  unknown. 

4.07  a.  m.,     Responded  to  by  Company  No.  2. 
Box  381.       In  service  one  hour  and  forty  minutes. 

Covers  spread  one. 

Insurance  on  building,  $3,000.     Losses  paid,  $525. 

Insurance  on  contents,  $650.     Losses  paid,  $473. 


Saturday,       Nos.  203-209  Mission  street.     Four-story  frame  mill  (roof) 

18th,  Cause  of  fire,  spark  from  smoke-stack. 

12.40  p.  M.,     Responded  to  by  Company  No.  1. 
Box  32.        In  service  one  hour. 
Covers  spread,  seven. 
Insurance  on  building,  $5,500.     Losses  paid,  $115. 


Thursday,  No.  432  Pine  street.     Two-story  brick  building  (roof). 

23d,  Cause  of  fire,  defective  chimney. 

3.05  P.  M.,  Responded  to  by  Company  No.  1. 

Box  35  In  service  one  hour  and  fifty  minutes, 

and  <  overs  spread,  two. 

Telephone.  Insurance  on  contents,  $S,000.     Losses  paid,  $1,025. 
Loss  on  property  not  insured,  $200. 


Thursday,  False  alarm. 

23d,  Responded  to  by  Company  No.  1. 

9.39  i'.  m.,  In  service  twenty  minutes. 
Box  39. 
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Thursday,  False  alarm, 

23d,  Responded  to  by  Company  No.  1. 

10.52  p.  M.,  In  service  twenty  minutes. 
Box  58. 

Friday,        S.  E.  corner  of  Berry  and  Fiftli  streets.     Frame  shed. 
24th,  Cause  of  fire,  cigar-smoking. 

1.02  p.  M.,     Responded  to  by  Company  No.  1. 
Box  156.       In  service  thirty-five  minutes. 

Loss  on  property  not  insured,  $10. 

Friday,  Xos.  308-310  O'Farrell  street.     Two-story  frame  buildings. 

24th,  Cause  of  fire,  unknown. 

11.19  P.  M.,  Responded  to  by  Company  Xo.  1. 
Box  42.  In  service  two  hours. 

Covers  spread,  nine. 

Insurance  on  buildings,  f  6,500.     Losses  paid,  $1,200. 

Insurance  on  contents,  $3,000.     Losses  paid,  $264. 

Saturday,  False  alarm. 

25th,  Responded  to  by  the  Captain. 

7.47  p.  M.,  In  service  thirty  minutes. 
Box  236. 

Sunday,  State  street,  between  Sixteenth  and  Seventeenth  streets. 

26th,  Xeedless  alarm  ;  grass  burning. 

9.56  A.  M.,  Responded  to  by  the  Captain. 

Box  273.  In  service  fifty  minutes. 

Sunday,        Xo.  415  Powell  street.     Two-story  frame  building. 
26th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

1.50  p.  m.,     Responded  to  by  Company  Xo.  1. 
Still.  In  service  fifty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $35. 
Insurance  on  contents,  $150.     Losses  paid,  $90. 

Monday,  Xo.  412  Eddy  street.     Two-story  frame  dwelling. 

27th,  Cause  of  fire,  defective  grate. 

10.20  a.  m.,  Responded  to  by  Company  Xo.  2. 
Box  91.  In  service  forty  minutes. 

Monday,        Xo.  1102  Dupont  street.     Two-story  frame  building  (roof). 

27th,  Cause  of  fire,  fireworks. 

6.33  p.  M.,      Responded  to  by  Company  Xo.  1. 
Box  17.        In  service  fifty  minutes. 
Covers  spread,  four. 
Loss  on  property  not  insured,  $10. 
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Tuesday,        Nos.  1137-1149  Market  street.     One,  two,  and  three-story  frame 
28th,  buildings. 

12.40  A.  M.,     Cause  of  lire,  incendiary. 
Box  76.        Responded  to  by  Company  No.  2. 

In  service  two  hours  and  fifteen  minutes. 

Covers  spread,  ten. 

Insurance  on  buildings,  $3,800.     Losses  paid,  $1,754. 

Insurance  on  contents,  §4,850.     Losses  paid,  $1,171. 

Loss  on  property  not  insured,  $1,663. 


Tuesday,       No.  517  Geary  street.     Two-story  frame  building. 

28th,  Cause  of  fire,  carelessness  with  matches. 

8.14  p.  m.,     Responded  to  by  Company  No.  1. 
Box  45.        In  service  fifty  minutes. 

Loss  on  property  not  insured,  $5. 


Tuesday,  No.  23  Stevenson  street.     Four-story  brick  building. 

28th,  Cause  of  fire,  old  rags  in  furnace. 

9.20  p.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  one  hour. 


Wednesday,  California  street  and  Central  avenue. 

29th,  Cause  of  fire,  burning  brush. 

8.52  p.  m.,  Responded  to  by  the  Captain. 

Box  324.  In  service  one  hour. 


JULY. 


Friday, 

1st, 

L2.09  \.  m. 

Box  123. 


No.  1098  Union  street.     Two-story  frame  building. 

( lause  of  fire,  cat  with  matches. 

Responded  to  by  the  Captain. 

In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $125. 

Insurance  on  contents,  $1,100.     Losses  paid,  $319.9 


Friday,        No.  7  Tehama  street  (rear).     Two-story  frame  woodshed. 
1st,  Cause  of  fire,  supposed  pipe-smoking. 

1.03  a.  m.,     Responded  to  by  Company  No.  1. 
Box'58.         In  service  fifty  minutes. 
<  overs  spread,  two. 

Insurance  on  shed,  $2,300.     Losses  paid,  $90. 
Loss  on  property  not  insured,  $5. 
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Saturday,      No.  17  Russ  street.     Two-story  frame  building  (roof). 

2d,  Cause  of  fire,  fireworks. 

7.10  p.  m.,     Responded  to  by  Company  No.  1. 
Box  159.       In  service  fifty  minutes. 

Covers  spread,  four. 

Insurance  on  building,  $1,500.     Losses  paid,  $340. 

Insurance  on  contents,  $800.     Losses  paid,  $425. 


Sunday, 

3d," 

1.40  A.  M. 

Box  75. 


False  alarm. 

Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 


Sunday,  No.  1909  Polk  street. 

3d,  Cause  of  fire,  chimney  burning. 

6.09  p.  m.,  Responded  to  by  Company  No.  2. 

Box  164.  In  service  thirty-five  minutes. 

Sunday,  No.  307  Fifth  street.     Two-story  frame  building. 

3d,  Cause  of  fire,  fireworks. 

7.31  p.  M.,  Responded  to  by  Company  No.  1. 
Box  158.  In  service  forty-five  minutes. 

Insurance  on  building,  $1,875.     Losses  paid,  $20. 
Loss  on  property  not  insured,  $25. 

Sunday,  No.  1225  Green  street.     Three-story  frame  dwelling 

3d,  Cause  of  fire,  fireworks. 

9.32  p.  M.,  Responded  to  by  Company  No.  1. 
Box  123.  In  service  one  hour. 

Insurance  on  building,  $1,200.     Losses  paid,  $110. 
Loss  on  property  not  insured,  $50. 


Monday,       No.  13  Lafayette  street.     Two-story  frame  building  (roof). 

4th,  Cause  of  fire,  fireworks. 

9.10  A.  M.,     Responded  to  by  Company  No.  2. 
Box  71.        In  service  forty  minutes. 
Covers  spread,  two. 
Insurance  on  building,  $600.     Losses  paid,  $45. 


Monday,       No.  617  Mason  street.     Two-story  frame  dwelling  (roof). 
4th,  Cause  of  fire,  fireworks. 

10.39  A.  M.,     Responded  to  by  Company  No.  1. 
Box  371.       In  service  fifty  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $1,250.     Losses  paid,  $6. 
Insurance  on  contents,  $450. 
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Monday,        No.  1041  Howard  street.     One-story  frame  building  (roof). 
4th,  Cause  of  fire,  fireworks. 

12.07  p.  M.,    Responded  to  by  Company  No.  2. 
Box  72.        In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $2,700.  Losses  paid,  $510. 
Insurance  on  contents,  $1,600.  Losses  paid,  $570. 
Loss  on  property  not  insured,  $25. 

Monday,       No.  2723  Folsom  street.     One-story  frame  building  (roof). 
4th,  Cause  of  fire,  fireworks. 

12.20  p.  M.,    Responded  to  by  Company  No.  2. 
Box  145.       In  service  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $46. 


Monday,        No.  218  Linden  avenue.     Two-story  frame  building  (roof). 

4th,  Cause  of  fire,  fireworks. 

3.00  p.  m.,     Responded  to  by  Company  No.  2. 
Box  81.        In  service  fifty  minutes. 

Insurance  on  building,  $600.     Losses  paid,  $15. 


Monday,       Nos.  774-776  Folsom  street.     Two-story  frame  buildi 

4th,  Cause  of  fire,  fireworks. 

3.34  p.  m.,     Responded  to  by  Company  No.  1. 
Box  157.       In  service  one  hour  and  twenty  minutes. 
Covers  spread,  eleven. 

Insurance  on  buildings,  $2,850.  Losses  paid,  $1,262. 
Insurance  on  contents,  $2,300.  Losses  paid,  $335.50. 
Loss' on  property  not  insured,  $50. 


Monday,       No.  1143  Harrison  street 
4th,  Cause  of  fire,  fireworks. 

4.30  p.  M.,     Responded  to  by  Company  No 
Box  153.       In  service  fifty-five  minutes. 
Insurance  on  building,  $1,500. 


Three-story  frame  dwelling. 


Losses  paid,  $35. 


Monday,       No.  527  Grove  street.     Three-story  frame  dwelling  (roof). 

4th,  Cause  of  fire,  fireworks. 

5.06  p.  m.,     Responded  to  by  Company  No.  2. 
Box  85.        In  service  fifty  minutes. 

Insurance  on  building,  $1,250.     Losses  paid,  $10. 


Monday,       No.  1401  Buchanan  street 

4th,  Cause  of  fire,  fireworks. 

6.55  p.  m.,     Responded  to  by  Company  No.  2. 
Box  173.       In  service  one  hour. 

Loss  on  property  not  insured,  $50, 


IVo-story  frame  building. 
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Monday,       No.  734  Sixteenth  street.     Two-story  frame  building. 

4th,  Cause  of  fire,  fireworks. 

8.24  p.  ii.,     Responded  to  by  Company  No.  2. 
Box  146.       In  service  one  hour. 

Insurance  on  building,  $1,500.     Losses  paid,  $15. 

Monday,       No.  506  Fell  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fireworks. 

8.54  p.  M.,     Responded  to  by  Company  No.  2. 
Box  85.        In  service  forty  minutes. 

Insurance  on  building,  §500.     Losses  paid,  $15. 

Monday,       No.  235  Hickory  avenue.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fireworks. 

9.30  p.  m.,      Responded  to  by  Company  No.  2. 
Box  83.        In  service  fifty  minutes. 

Insurance  on  building,  §1,000.     Losses  paid,  $6. 

Monday,       No.  1523  Powell  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fireworks. 

9.35  p.  M.,     Responded  to  by  Company  No.  1. 
Box  8.         In  service  one  hour. 

Insurance  on  building,  .$4,000.     Losses  paid,  $20. 

Monday,        No.  1036  Golden  Gate  avenue.     One-story  frame  hay-barn. 

4th,  Cause  of  fire,  fireworks. 

9.40  P.  It,      Responded  to  by  Company  No.  1. 
Box  172.       In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $250.     Losses  paid,  $250. 

Insurance  on  contents,  $800.     Losses  paid,  $800. 

Monday,       No.  17  Summer  street.     Two-story  frame  dwelling  (roof). 

4th,  Cause  of  fire,  fireworks. 

9.49  P.  M.,     Responded  to  by  Company  No.  2. 
Box  73.        In  service  fifty  minutes. 
Covers  spread,  five. 
Insurance  on  building,  §2,000.     Losses  paid,  $20. 

Monday,       No.  620  McAllister  street.     Two-story  frame  building  (roof). 
4th,  Cause  of  fire,  fireworks. 

11.07  P.  m.,     Responded  to  by  Company  No.  2. 
Box  82.        In  service  forty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $12. 
Insurance  on  contents,  §500.     Losses  paid,  $25. 
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Tuesday,       No.  1922  Broderick  street.     Two-story  frame  dwelling  (roof ). 
5th,  Cause  of  fire,  fireworks. 

12.15  A.  M.,     Responded  to  by  the  Captain. 
Box  234.       In  service  one  hour. 

Loss  on  property  not  insured,  $10. 


Tuesday,       Shotwell  st.,  near  Nineteenth  st.     Three-story  brick  building. 
5th,  Cause  of  fire,  fireworks. 

12.27  A.  M.,    Responded  to  by  the  Captain. 
Box  149.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $10. 


Tuesday,       No.  1520  Dolores  street.     One-story  frame  building. 
5th,  Cause  of  fire,  unknown. 

12.36  A.  M.,    Responded  to  by  the  Captain. 
Box  283.       In  service  one  hour  and  fifteen  minutes. 

Insurance  on  building,  $750.  Losses  paid,  $750. 
Insurance  on  contents,  $750.  Losses  paid,  $750. 
Loss  on  property  not  insured,  $1,000. 


One-story  frame  building. 


Tuesday,       No.  520  Chestnut  street. 
5th,  Cause  of  fire,  fireworks. 

12.40  a.  m.,     Responded  to  by  Company  No.  1. 
Box  2.         In  service  one  hour. 

Insurance  on  building,  $900.     Losses  paid,  $60. 
Insurance  on  contents,  $500.     Losses  paid,  $7.50. 


Tuesday,       No.  818  Battery  street.     Two-story  frame  building  (roof). 

5th,  Cause  of  fire,  fireworks. 

1.03  P.  M.,     Responded  to  by  Company  No.  1. 
Box  13.        In  service  thirty-five  minutes. 

Loss  on  property  not  insured,  $10. 

Tuesday,       No.  233  Spear  street.     One-story  frame  building. 

5th,  Cause  of  fire,  sparks  from  smoke-stack. 

6.36  p.  M.,     Responded  to  by  Company  No.  1. 
Box  39.        In  service  thirty  minutes. 

Loss  on  property  not  insured,  $65. 


Wednesday,    No.  119  Oak  street.     Two-story  frame  dwelling  (roof). 

6th,  Cause  of  fire,  fireworks. 

3.09  A.  m.,     Responded  to  by  Company  No.  2. 
Box  86.         In  service  one  hour. 

Insurance  on  building,  $1,500.     Losses  paid,  $50. 
Insurance  on  contents,  $700. 
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Wednesday,    No.  527  Pine  street.     Two-story  frame  building. 

6th,  Cause  of  tire,  explosion  of  coal-oil  lamp. 

9.09  p.  M.,     Responded  to  by  Company  No.  1. 
Box  28.        In  service  forty  minutes. 

Insurance  on  contents,  $1,250.     Losses  paid,  $62.2."). 


Thursday,      No.  227  Main  street.     Two-story  frame  building. 

7th,  Cause  of  tire,  unknown. 

2.19  A.  m.,     Responded  to  by  Company  No.  1. 
Box  51.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $250. 
Insurance  on  contents,  $5,400.     Losses  paid,  $60. 
Loss  on  property  not  insured,  $100. 


Thursday,  No.  127  Eleventh  street. 

7th,  False  alarm. 

5.35  p.  M.,  Responded  to  by  Company  No.  2. 

Telephone.  In  service  twenty-five  minutes. 


Friday,        Nos.  105-109  Post  street.     Three-story  brick  building. 
8th,  Cause  of  fire,  unknown. 

7.02  P.  M.,     Responded  to  by  Companies  Nos.  1  and  2. 
Box  48.        In  service  two  hours  and  twenty  minutes. 
Covers  spread,  eighty-three. 

Insurance  on  building,  $18,000.     Losses  paid,  $3,284. 
Insurance  on  contents,  $69,300.     Losses  paid,  $27,660. 


Saturday,      No.  409  Sixth  street.     Two-story  frame  building. 

9th,  Cause  of  fire,  incendiary. 

7.22  A.  M.,     Responded  to  by  Company  No.  1. 
Box  154.       In  service  fifty  minutes. 

Insurance  on  contents,  $850.     Losses  paid,  $93.50. 

Loss  on  property  not  insured,  $50. 


Monday,       No.  647  Natoma  street.     Three-story  frame  building. 

11th,  Cause  of  fire,  unknown. 

3.27  A.  M.,     Responded  to  by  Company  No.  2. 
Box  73.        In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $300. 
Insurance  on  contents,  $700.     Losses  paid,  $165. 
Loss  on  property  not  insured,  $60. 


[     50    ] 

Wednesday,    Nos.  ">7  59  Third  street.     Two-story  brick  building. 

13th,  <  lause  of  lire,  defective  smoke  staek. 

5.31   \.  m.,     Responded  to  by  Company  No.  1. 

I'.ipx  61.         In  service  fifty  minutes. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
1  Dsurance  on  building,  $5,000.     Losses  paid,  $50. 
Insurance  on  contents,  $1,200.     Losses  paid,  $45. 

Wednesday,    Brannan  St.,  near  Eighteenth  st.     Two-story  brick  boiler-house. 

13th,  Cause  of  fire,  defective  smoke-stack. 

4.26  p.  M.,     Responded  to  by  Company  No.  2. 
Box  152.       In  service  fifty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $25. 


Wednesday,    No.  506  Market  street.     Two-story  frame  building. 

13th,  Cause  of  fire,  incendiary. 

6.53  p.  m.,     Responded  to  by  Company  No.  1. 
Box  37.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  fifteen. 

Insurance  on  building,  $8,000.     Losses  paid,  $333. 
Insurance  on  contents,  $14,450.     Losses  paid,  $2,863. 


Thursday,  Flint  alley,  off  Vallejo  street.     Two-story  frame  building. 

14th,  Cause  of  fire,  children  with  matches. 

5.28  p.  M.,  Responded  to  by  Company  No.  1. 

Box  13.  In  service  fifty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $10. 
Insurance  on  contents,  $200. 

Saturday,  No.  23  Stevenson  street. 

16th,  False  alarm ;  box  out  of  order. 

7.00  p.  m.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty  minutes. 

Sunday,  No.  327  Oak  street. 

17th,  Cause  of  fire,  chimney  burning. 

7.10  p.  m.,  Responded  to  by  Company  No.  1. 

Box  83.  In  service  forty  minutes. 


Tuesday,       No.  27  Sixth  street.     Three-story  frame  building. 

19th,  Cause  of  fire,  explosion  of  coal-oil  stove. 

1.00  A.  m.,     Responded  to  by  Company  No.  1. 
Box  65.        In  service  one  hour  and  twenty  minutes. 

Covers  spread,  three. 

Insurance  on  building,  $2,000.     Losses  paid,  $86. 

Insurance  on  contents,  $1,000.     Losses  paid,  $288. 
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Tuesday,       Vermont  and  Butte  sts.    One-story  frame  dwelling  (unoccupied). 
19th,  Cause  of  fire,  incendiary. 

11.25  A.  M.,    Responded  to  by  the  Captain. 
Box  238.       In  service  one  hour. 

Loss  on  property  not  insured,  $300. 

Wednesday,    Nos.  13-19  Front  street.     Three-story  brick  building. 

20th,  Cause  of  fire,  unknown. 

5.47  p.m.,      Responded  to  by  Company  No.  1. 
Box  37.        In  service  three  hours  and  forty  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $27,500.     Losses  paid,  $977. 
Insurance  on  contents,  $70,500.     Losses  paid,  $20,000. 

Friday,  No.  41  Eddy  street. 

22d,  False  alarm. 

11.05  A.  m.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  forty  minutes. 

Friday,        Nos.  59-61  Langton  street.     Two-story  frame  dwellings. 
22d,  Cause  of  fire,  sparks  from  chimney. 

11.25  A.  m.,    Responded  toby  Company  No.  2. 
Box  184.       In  service  fifty  minutes. 

Insurance  on  buildings,  $1,200.     Losses  paid,  $10. 

Saturday,      Nos.  910-920  Dupont  street.     Two-story  frame  buildings. 

23d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

3.01  a.  m..     Responded  to  by  Company  No.  1. 
Box  25.        In  service  two  hours. 
Covers  spread,  eight. 

Insurance  on  contents,  $16,000.     Losses  paid,  $3,967. 
Loss  on  contents  not  insured,  $1,650. 

Saturday,      Nos.  542-546  Mission  street.     Two-story  frame  dwellings. 

23d,  Cause  of  fire,  sparks  from  smoke-stack. 

2.25  p.  M.,     Responded  to  by  Company  No.  1. 
Still.  In  service  fifty  minutes. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $60. 

Saturday,      Stevenson  street,  near  Second  street. 

23d,  Needless  alarm;  slight  fire  on  wooden  sidewalk. 

10.25  p.  M.,     Responded  to  by  Company  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 
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Sunday,        Nos.  509-517  Commercial   street.     One-story  frame  and  three- 
24th,  story  brick  buildings. 

I  35  p.  m.,     Cause  of  lire,  defective  furnace. 
Box  31.        Responded  to  I » v  <  'ompanies  Nos.  1  and  2. 
In  service  five  hours. 
Covers  spread,  eighty-seven. 

Insurance  on  buildings,  §43,000.  Losses  paid,  $3,613. 
Insurance  on  contents,  $81,150.  Losses  paid,  $28,870. 
Loss  on  property  not  insured,  $4,700. 

Sunday,        No.  255  Third  street.     Two-story  frame  building. 
24th,  Cause  of  fire,  carelessness  with  cigarette. 

0.10  i>.  m.,      Responded  to  by  Company  No.  1. 
Still.  In  service  forty  minutes. 

Insurance  on  contents,  $900.     Losses  paid,  $100. 

Monday,       No.  13  Hubbard  street.     Two-story  frame  building. 
25th,  Cause  of  fire,  children  with  matches. 

10.35  A.  M.,    Responded  to  by  Company  No.  1. 
Still.  In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $30. 


Two-story   brick    building 


Monday,       No.    79    New   Montgomery   street. 
25th,  (unoccupied.) 

5.25  P.  M.,     Cause  of  fire,  children  with  matches. 
Still.  Responded  to  by  Company  No.  1. 

In  service  twenty  minutes. 
Loss  on  property  not  insured,  $5. 


Monday,       No.  208  Post  street.     Four-story  brick  building. 
25th,  Cause  of  fire,  boy  with  matches. 

3.55  p.  M.,     Responded  to  by  Company  No.  1. 
Box  49.        In  service  fifty  minutes. 

Insurance  on  contents,  $14,000.     Losses  paid,  $4X4. 

Wednesday,    No.  930  Brannan  street.     One-story  brick  building. 

27th,  Cause  of  fire,  explosion  of  oil. 

4.43  P.  m.,      Responded  to  by  Company  No.  1. 
Box  152.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  contents,  $5,000.     Losses  paid.  $4,870. 
Loss  on  property  not  insured,  $500. 

Friday,         No.  100  Main  street.     Two-story  frame  building. 
29th,  Cause  of  lire,  spark  from  smoke-stack. 

7.15  p.  m         Responded  to  by  Company  No.  1. 
Box  39.         In  service  forty  minutes. 

Insurance  on  building,  $200.     Losses  paid,  $45. 
Insurance  on  contents,  $1,800.     Losses  paid,  $60.  • 
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Sunday,        Junction  of  Market   and   McAllister  streets.     One-story  brick 
31st,  building. 

11.29  A.  m.,     Cause  of  fire,  sparks  from  chimney. 
Box  95.        Eesponded  to  by  Company  No.  2. 
In  service  thirty-five  minutes. 
Covers  spread,  two. 

Insurance  on  contents,  81,200.     Losses  paid,  $60. 
Loss  on  property  not  insured,  $15. 


Monday, 

1st, 
3.20  a.  m.: 
Box  175. 

Monday, 

1st," 
3.48  A.  m., 
Box  342. 

Monday, 

1st, 

4.10  A.  M., 

Box  96. 

Monday, 

1st, 
4.32  A.  m.. 
Box  342. 

Monday, 
1st,  " 
10.12  a.m. 
Box  97. 


AUGUST. 

False  alarm. 

Responded  to  by  Company  No.  2. 

In  service  twenty  minutes. 


False  alarm. 

Responded  to  by  Company  No.  2. 

In  service  twenty  minutes. 


False  alarm. 

Responded  to  by  Company  No.  2. 

In  service  twenty-five  minutes. 


False  alarm. 

Responded  to  by  Company  No.  2. 

In  service  twenty  minutes. 

No.  433  McAllister  street.     Two-story  frame  building. 

Cause  of  fire,  carelessness  with  gasoline. 

Responded  to  by  Company  No.  2. 

In  service  thirty  minutes. 

Insurance  on  building,  $3,750.     Losses  paid,  $20. 


Monday,  No.  14  Stockton  street. 

1st,  False  alarm. 

12.30  p.  m.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  fifteen  minutes. 

Monday,       No.  550  Mission  street.     Three-story  frame  building. 
1st,  Cause  of  fire,  defective  stove-pipe. 

12.40  p.  m.,     Responded  to  by  Company  No.  1. 
Box  52.        In  service  fifty  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $1,500.     Losses  paid,  $140. 
Insurance  on  contents,  $800.     Losses  paid,  $5. 
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Wednesday,    No.  729  Sutler  street.     Three-story  frame  dwelling. 

3d,  <  !ause  of  fire,  defective  terra-cotta  chimney. 

9.50  A.  M.,     Responded  to  by  Company  No.  1. 
Bos  41.         In  service  thirty  minutes. 

Insurance  on  building',  $13,000.      Losses  paid,  $52. 


Wednesday. 


9.20  p.  m. 
Box  238. 


No.  110  Utah  street.     Two-story  frame  building. 

Cause  of  fire,  defective  furnace. 

Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Loss  on  property  not  insured,  $1,000. 


Saturday,  No.  1  Battery  street.     Two-story  brick  building 

6th,  Cause  of  fire,  smoky  range. 

11.07  A.  M.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  fifteen  minutes. 


Wednesday,    Nos.  418-424  Chestnut  st.    Six-story  brick  building  (unoccupied). 

10th,  Cause  of  fire,  plumber's  stove. 

7.31  P.  m.,      Responded  to  by  Company  No.  1. 
Box  2.         In  service  one  hour. 

Insurance  on  building,  $19,250.     Losses  paid,  $100. 


Thursday,      No.  217  Mission  street.     Three-story  frame 

11  th,  Cause  of  fire,  defective  furnace. 

4.05  a.  m.,      Responded  to  by  Company  No.  1. 
Box  52.         In  service  fifty  minutes. 
Extinguishers  used,  one. 
Insurance  on  building,  $1,000.     Loss,  $10. 
Insurance  on  contents,  $1,150.     Loss,  $20. 


buildi 


No  claim. 
No  claim. 


Friday,        No.  202  Golden  Gate  avenue.     One-story  frame  building. 
12th,  Cause  of  fire,  carelessness  with  cigar. 

.42  p.  m.,      Responded  to  by  Company  No.  2. 
Box  75.         In  service  fifty  minutes. 

Loss  on  property  not  insured,  §5. 


Saturday,      No.  113  Montgomery  street.     Five-story  brick  bu 
13th,  Cause  of  fire,  spark  from  smoke-stack. 

3.10  r.  M.,       Responded  to  by  Company  No.  1. 
Still.  In  service  thirty-live  minutes. 

Loss,  $2.50.     No  claim. 


ing  (roof). 
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Saturday,       No.  118  Guerrero  street.     One-story  frame  shed. 

13th,  Cause  of  tire,  children  with  matches. 

4.24  P.  m.,      Responded  to  by  Company  No.  2. 
Box  361 .       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $10. 

Saturday,       N.  W.  corner  of  Stevenson  and  Ecker  streets.     Carboy  of  acid  on 

13th,  sidewalk  in  rear  of  Redington's  wholesale  drug  store. 

9.15  p.  m.,     Cause  of  fire,  leaky  carboy. 

Still.  Responded  to  by  Company  No.  1. 

In  service  fifteen  minutes. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $10. 

Sunday,        Clara  Lane.     Three-story  brick  building. 
14th,  Cause  of  fire,  defective  furnace. 

4.02  p.  m.,      Responded  to  by  Company  No.  1. 
Box  46.       In  service  one  hour  and  twenty  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $10,000.     Losses  paid,  $70. 
Insurance  on  contents,  $4,000.     Losses  paid,  $50. 

Monday,       No.  113  Fremont  st.     Roof  of  one-story  building  (unoccupied). 

15th,  Cause  of  fire,  sparks  from  smoke-stack. 

6.14  p.  m.,      Responded  to  by  Company  No.  1. 
Box  52.        In  service  one  hour. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $25. 


Monday,  No.  236  Townsend  street. 

15th,  Cause  of  fire,  chimney  burning. 

6.48  p.  m.,  Responded  to  by  Company  No.  1. 

Box  53.  In  service  forty  minutes. 


Tuesday,       No.  120  Eleventh  street.     Two-story  frame  dwelling 

16th,  Cause  of  fire,  defective  chimney. 

2.31  p.  m.,     Responded  to  by  Company  No.  2. 
Box  71.        In  service  fifty  minutes. 

Insurance  on  contents,  $600.     Losses  paid,  $60. 

Saturday,      No.  1621  Geary  street.     Two-story  frame  building. 
20th,  Cause  of  fire,  children  with  matches. 

11.20  A.  M.,    Responded  to  by  Company  No.  2. 
Box  178.       In  service  fifty  minutes. 

Insurance  on  building,  $14,000.     Losses  paid,  $2.50. 
Insurance  on  contents,  $1,500. 
Loss  on  property  not  insured,  $150. 
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Saturday,       Sixth  and  Berry  streets.     Two  story  brick  and  frame  building. 

20th,  Cause  of  fire,  defective  dry-house. 

6.04  P.  M.,      Responded  to  by  Company  No.  1. 
6.35  P.  M.,     In  service  one  hour  and  thirty  minutes. 
Box  182.       Covers  spread,  four. 
2d  alarm.       Insurance  on  building,  $7,375.     Losses  paid,  $7,375. 

Insurance  on  contents,  $29,435.50.     Losses  paid,  $10,115. 

Loss  on  property  not  insured,  $1,500. 

Saturday,       No.  360  Townsend  street.     One-story  brick  building. 

20th,  Cause  of  fire,  unknown. 

7.55  p.  m.,     Responded  to  by  Company  No.  1. 
Box  182.       In  service  two  hours. 
Covers  spread,  one. 

Insurance  on  building,  $5,000.     Losses  paid,  $4,150. 
Insurance  on  contents,  $104,000.     Losses  paid,  $25,144.  • 
Loss  on  property  not  insured,  $7,000. 

Sunday,        No.  720  Howard  street.     Union  Hall. 
21st,  Cause  of  fire,  boy  with  matches. 

3.49  P.  m.,      Besponded  to  by  Company  No.  1. 
Box  61.        In  service  forty  minutes. 
Loss,  $5.     No  claim. 

Monday.       No.  15  Sixth  street.     Two-story  frame  building. 

22d,  Cause  of  fire,  unknown. 

4.14  A.  m.,     Besponded  to  by  Company  No.  1. 
Box  65.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $325. 
Insurance  on  contents,  $1,250.     Losses  paid,  $90. 

Monday,       Nos.  12-14  Garden  street.     Two-story  frame  dwellings. 

22d,  Cause  of  fire,  wooden  ash-barrel. 

4.10  P.  M.,     Besponded  to  by  Company  No.  1. 
Box  154.       In  service  two  hours. 
Covers  spread,  nine. 

Insurance  on  buildings,  $3,500.     Losses  paid,  $2,650. 
Insurance  on  contents,  $1,550.     Losses  paid,  $977. 
Loss  on  property  not  insured,  $250. 


Monday,       No.  316  Turk  street.     Two-story  frame  building. 

22d,  Cause  of  fire,  defective  gas-light. 

7.13  P.  M.,      Besponded  to  by  Company  No.  2. 
Box  91 .        In  service  fifty  minutes. 

Insurance  on  building,  $5,250.     Losses  paid,  $60. 
Insurance  on  contents,  $6,500.     Losses  paid,  $100. 
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Monday,  Needless  alarm. 

22d,  Eesponded  to  by  Company  No.  1. 

9.19  P.  M.,  In  service  thirty  minutes. 
Box  154. 

Tuesday,       No.  211  Sutter  street.     Two-story  brick  building. 

23d,  Cause  of  fire,  carelessness  with  cigarette. 

2.18  A.  M.,     Responded  to  by  Company  No.  1. 
Telephone.      In  service  forty-five  minutes. 

Insurance  on  building,  $7,600.     Losses  paid,  $21.60. 
Loss  on  property  not  insured,  $5. 

Tuesday,       Corner  of  Berry  and  Fifth  sts.  (rear).     One-story  frame  stable. 
23d,  Cause  of  fire,  cigarette-smoking. 

12.45  p.  m.,     Responded  to  by  Company  No.  1.    . 
Box  156.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $55. 

Wednesday,    Nos.  833-835  Clay  street.     Four-story  brick  and  two-story  frame 

24th,  buildings. 

10.30  p.  m.,     Cause  of  fire,  defective  Chinese  cooking-grate. 
Box  25.        Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  twelve. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $650. 
Insurance  on  contents,  $6,200.     Losses  paid,  $377.50. 
Loss  on  property  not  insured,  $275. 

Thursday,      Golden  Gate  avenue.     One-story  frame  dwelling. 

25th,  Cause  of  fire,  unknown. 

2.53  A.  M.,     Responded  to  by  the  Captain. 
Box  327.       In  service  two  hours. 

Insurance  on  building,  $1,000.     Losses  paid,  $10. 

Insurance  on  contents,  $650.     Losses  paid,  $2.50. 

Thursday,      No.  314-320  Kearny  street.     Four-story  brick  buildings. 

25th,  Cause  of  fire,  supposed  incendiary. 

5.55  A.  M.,     Responded  to  by  Company  No.  1. 
Box  46.        In  service  one  hour  and  forty  minutes. 
Covers  spread,  twenty -six. 

Insurance  on  buildings,  $35,000.     Losses  paid,  $834. 
Insurance  on  contents,  $27,000.     Losses  paid,  $4,585. 

Thursday,  False  alarm. 

25th,  Responded  to  by  Company  No.  1. 

1.47  P.  M.,  In  service  thirty-five  minutes. 
Box  371. 
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Thursday,      No.  514  Sutter  street.     Two-story  frame  dwelling. 

25th,  Cause  of  fire,  children  with  matches. 

8.10  p.  M.,     Responded  to  by  Company  No.  1. 
Box  49.        In  service  fifty  minutes. 

Insurance  on  building,  $5,000.     Losses  paid,  $35. 


Saturday,       No.  2213  Powell  street  (rear).     Two-story  frame  building. 

27th,  Cause  of  fire,  overheated  furnace. 

11.45  p.  M.,     Responded  to  by  Company  No.  1. 
Box  194.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $25. 


Monday       No.  15  Ritch  street  (rear).     Two-story  frame  building. 

29th,  Cause  of  fire,  defective  chimney. 

3.44  A.  m.,     Responded  to  by  Company  No.  1. 
Box  157.       In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $10. 


Wednesday,    No.  2628  Sutter  street.     Two-story  frame  dwelling. 

31st,  Cause  of  fire,  children  with  matches. 

11.55  A.  M.,    Responded  to  by  the  Captain. 
Box  326.       In  service  one  hour  and  twenty  minutes. 

Insui-ance  on  building,  $2,000.     Losses  paid,  $85. 
Insurance  on  contents,  $2,000.     Losses  paid,  $500. 


Wednesday,    No.  47  Clementina  street.     Two-story  frame  building. 

31st,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.27  P.  M.,     Responded  to  by  Company  No.  1. 
Box  58.        In  service  thirty-five  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $10. 
Loss  on  property  not  insured,  $50. 


SEPTEMBER. 


Thursday,      Nos.  219-221  Main  street.     Three-story  frame  buildings. 

1st,  Cause  of  fire,  defective  stove. 

11.20  p.  m.,     Responded  to  by  Company  No.  1. 
Box  39.        In  service  one  hour. 

Covers  spread,  nineteen. 

Loss  on  property  not  insured,  $650. 
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Friday,        California  street.     Merchants'  Exchange  Building. 
2d,  Cause  of  fire,  explosion  of  chemicals. 

1.06  A.  m.,     Responded  to  by  Company  No.  1. 
Box  35.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  fourteen. 

Insurance  on  building,  §550,000.     Losses  paid,  $1,750. 
Insurance  on  contents,  $1,250.     Losses  paid,  $270. 
Loss  on  property  not  insured,  $750. 


Sunday,        No.  826  Folsom  street.     Two-story  frame  building. 
4th,  Cause  of  fire,  incendiary. 

8.35  p.  M.,     Responded  to  by  Company  No.  1. 
Box  157.       In  service  one  hour  and  fifteen  minutes. 

Covers  spread,  nine. 

Insurance  on  building,  $1,000.     Losses  paid,  $800. 

Loss  on  property  not  insured,  $500. 


Sunday,        No.  839  Brannan  street.     Two-story  frame  building. 
4th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

11.27  p.  m.,     Responded  to  by  Company  No.  2. 
Box  152.        In  service  one  hour  and  forty  minutes. 
Covers  spread,  eight. 

Insurance  on  building,  $300.     Losses  paid,  $300. 
Insurance  on  contents,  $1,150.     Losses  paid,  $325. 

Tuesday,       No.  10  Lapidge  street.     Two-story  frame  building. 

6th,  Cause  of  fire,  children  with  matches. 

3.00  p.  si.,      Responded  to  by  Company  No.  2. 
Box  276.       In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $40. 
Loss  on  property  not  insured,  $10. 

Sunday,        No.  865  Market  street.     Four-story  frame  building. 
11th,  Cause  of  fire,  defective  chimney. 

7.04  A.  M.,     Responded  to  by  Company  No.  2. 
Box  47.        In  service  two  hours. 

Covers  spread,  eighteen. 

Extinguishers  used,  one. 

Insurance  on  building,  $10,000.     Losses  paid,  $217. 

Insurance  on  contents,  $14,500.     Losses  paid,  $6,473. 


Sunday,        No.  50  Stevenson  street.     Two-story  frame  dwelling. 
11th,  Cause  of  fire,  defective  chimney. 

1.49  p.  M.,     Responded  to  by  Company  No.  2. 
Box  84.        In  service  fifty  minutes. 

Insurance  on  building,  $350.     Losses  paid,  $150. 
Insurance  on  contents,  $150.     Losses  paid,  $10. 
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Monday,       No.  1130  Union  street.     One-story  frame  building. 

12th,  Cause  of  fire,  defective  range. 

1.00  A.  M.,     Kesponded  to  by  Company  No.  2. 
Box  123.       In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $70. 
Insurance  on  contents,  $400.     Losses  paid,  $24.45. 


Monday,       No.  425  Ninth  st.  (rear).    Two-story  frame  building  (unoccupied). 

12th,  Cause  of  fire,  cigarette-smoking. 

7.38  A.  m.,     Eesponded  to  by  Company  No.  2. 
Box  185.       In  service  forty-five  minutes. 
Loss,  $50.     No  claim. 

Monday,        No.  14  Heron  street.     Two-story  frame  dwelling. 
12th,  Cause  of  fire,  carelessness  with  matches. 

11.07  A.  M.,    Eesponded  to  by  Company  No.  1. 
Box  153.       In  service  one  hour. 

Insurance  on  building,  $1,400.     Losses  paid,  $5. 
Insurance  on  contents,  $400.     Losses  paid,  $15. 

Tuesday,       Freelon  st.,  near  Fifth  st.     Two-story  frame  factory  and  mill. 

13th,  Cause  of  fire,  spark  from  rag-picker. 

3.16  p.  m.,      Responded  to  by  Company  No.  1. 
Box  68.        In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $200.     Losses  paid,  $200. 
Insurance  on  contents,  $4,200.     Losses  paid,  $550. 
Loss  on  property  not  insured,  $1,900. 

Tuesday,       No.  19  Page  street.     One-story  frame  dwelling. 

13th,  Cause  of  fire,  spark  from  chimney. 

5.34  p.  m.,     Responded  to  by  Company  No.  2. 
Box  84.        In  service  fifty-five  minutes. 
Covers  spread,  five. 

Insurance  on  building,  $1,200.     Losses  paid,  $93. 
Insurance  on  contents,  $500.     Losses  paid,  $20. 

Tuesday,        Fremont  and  Natoma  streets.     Three-story  brick  building. 

13th,  Cause  of  fire,  spark  from  smoke-stack. 

6.58  p.  M.,      Responded  to  by  Company  No.  1. 
Box  52.        In  service  forty  minutes. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $5. 

Wednesday,    No.  316  Golden  Gate  avenue.     Two-story  frame  dwelling. 

14th,  Cause  of  fire,  spark  from  chimney. 

1.27  P.  M.,      Responded  to  by  Company  No.  2. 
Box  91.        In  service  forty  minutes. 

Insurance  on  building,  $  1,500.     Losses  paid,  $25. 
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Wednesday,    No.  1401  Oak  street.     One-story  frame  stable. 

14th,  Cause  of  fire,  burning  brush. 

5.35  p.  m.,     Responded  to  by  the  Captain. 
Box  248.        In  service  one  hour  and  twenty  minutes. 
Loss  on  property  not  insured,  $20. 

Thursday,  No.  123  Kearny  street. 

15th,  False  alarm.     Messenger  wanted. 

5.03  p.  M.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty  minutes. 

Saturday,       No.  506  Stevenson  street.     One-story  frame  building. 

17th,  Cause  of  fire,  defective  chimney. 

2.13  A.  M.,    Responded  to  by  Company  No.  2. 
Box  95.        In  service  fifty  minutes. 

Insurance  on  building,  §1,500.     Losses  paid,  $60. 
Insurance  on  contents,  $300.     Losses  paid,  $30. 

Saturday,  False  alarm. 

17th,  Responded  to  by  Company  No.  2. 

12.35  p.  m.,  In  service  one  hour. 
Box  361. 

Saturday,       No.  731  Brannan  street.     Two-story  frame  building. 

17th,  Cause  of  fire,  drunkenness. 

10.23  p.  m.,     Responded  to  by  Company  No.  1. 
Box  154.       In  service  fifty  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $37.50. 
Insurance  on  contents,  $300.     Losses  paid,  $32.50. 

Monday,  Mission  street,  between  Second  and  Third  streets. 

19th,  Needless  alarm  ;  smoke  issuing  from  building. 

5.15  A.  M.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Monday,       Nos.  1235-1249  Mission  st.     One  and  two-story  frame  buildings. 
19th,  Cause  of  fire,  unknown. 

11.15  p.  M.,     Responded  to  by  Company  No.  2. 
Box  183.       In  service  two  hours. 

Covers  spread   eighteen. 

Insurance  on  buildings,  $8,200.     Losses  paid,  $1,675. 
Insurance  on  contents,  $6,490.     Losses  paid,  $974. 
Loss  on  property  not  insured,  $510. 


Wednesday,  Perry  street. 

21st,  Needless  alarm  ;  asphaltum  kettle  on  fire. 

12.49  p.  m.,  Responded  to  by  Company  No.  1. 

Box  63.  In  service  twenty-five  minutes. 
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Thursday,      No.  16  Folsom  street.     Two-story  frame  building. 

22d,  Cause  of  fire,  defective  chimney. 

2.59  A.  M.,    Responded  to  by  Company  No.  1. 
Box  36.        In  service  forty-five  minutes. 
Covers  spread,  three. 
Insurance  on  contents,  $600.     Losses  paid,  $12.50. 


Friday,  No.  112  Kearny  street. 

23d,  False  alarm. 

6.13  p.  M.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty  minutes. 


Saturday,       Nos.  1607-1609  Market  street.     One-story  frame  sheds. 

24th,  Cause  of  fire,  supposed  tobacco-smoking. 

10.17  A.  m.,    Responded  to  by  Company  No.  2. 
Box  84.        In  service  fifty  minutes. 

Insurance  on  sheds,  $100.     Losses  paid,  $100. 
Insurance  on  contents,  $400.     Losses  paid,  $350. 


Saturday,  No.  917  Golden  Gate  avenue. 

24th,  Needless  alarm  ;  chimney  burning. 

6.59  P.  M.,  Responded  to  by  Company  No.  2. 

Box  342.  In  service  forty  minutes. 


Sunday,        Nos.  200-212  Bush  street.     Five-story  brick  building. 

25th,  Cause  of  fire,  defective  chimney. 

).36  p,  M.,     Responded  to  by  Company  No.  1. 
Box  35.        In  service  one  hour. 
Covers  spread,  one. 
Insurance  on  building,  $20,000.     Losses  paid,  $100. 


Tuesday,       No.  2107  Mason  street.     One-story  frame  dwelling. 

27th,  Cause  of  fire,  spark  from  chimney. 

1.27  p.  M.,      Responded  to  by  Company  No.  1. 
Box  2.         In  service  one  hour. 

Insurance  on  building,  $1,000.     Losses  paid,  $15. 


Tuesday,  Bartlett  and  Twenty -third  streets. 

27th,  Needless  alarm  ;  chimney  burning. 

6.16  p.  M.,  Responded  to  by  Company  No.  2. 

Box  143.  In  service  fifty  minutes. 
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Wednesday,    Guerrero   street,  near   Sixteenth   street.     One-story  frame   and 

28th,  two-story  brick  buildings. 

11.40  p.  M.,     Cause  of  tire,  unknown. 
Box  74.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  forty  minutes. 
Insurance  on  buildings,  $8,460.     Losses  paid,  $275. 
Insurance  on  contents,  $1,810.     Losses  paid,  $1,810. 
Loss  on  property  not  insured,  $810. 


Thursday,      No.  129  Freelon  street.     Two-story  frame  building. 

29th,  Cause  of  fire,  defective  stove. 

9.12  a.  m.,     Responded  to  by  Company  No.  1. 
Box  68.        In  service  fifty  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $35. 
Insurance  on  contents,  $500.     Losses  paid,  $10. 


OCTOBER. 


Saturday, 

1st, 

8.26  A.  m. 

Box  64. 


No.  133  Fifth  street.     Three-story  frame  building  (roof). 

Cause  of  fire,  tin-roofer's  stove. 

Responded  to  by  Company  No.  1 . 

In  service  forty-five  minutes. 

Covers  spread,  one. 

Insurance  on  building,  $1,000.     Losses  paid,  $50. 


Saturday,       Brannan  street,  near  Eighth  street. 

1st,  Cause  of  fire,  defective  chimney. 

7.00  p.  m.,     Responded  to  by  Company  No.  2. 
Box  152.       In  service  fifty  minutes. 
Loss,  $5.     No  claim. 


Two-story  frame  building. 


Monday,  No.  652  Natoma  street. 

3d,  Cause  of  fire,  chimney  burning. 

6.34  p.  m.,  Responded  to  by  Company  No.  2. 

Box  73.  In  service  thirty-five  minutes. 


Tuesday,       Twenty-third  and  Noe  streets.     One-story  frame  building. 

4th,  Cause  of  fire,  defective  chimney. 

2.50  P.  M.,      Responded  to  by  the  Captain. 
Box  275.       In  service  one  hour  and  forty  minutes. 

Insurance  on  contents,  $600.     Losses  paid,  $300. 
Loss  on  property  not  insured,  $1,000. 
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Tuesday,       No.  15  Stevenson  street.     Three-story  brick  building. 

4th,  Cause  of  fire,  defective  chimney. 

9.10  p.  m.,     Responded  to  by  Company  No.  1. 
Still.  In  service  two  hours. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Loss,  $20.     No  claim. 

Wednesday,    Spear  street  wharf.     Tug-boat  Dolphin. 

5th,  Cause  of  fire,  supposed  carelessness  with  matches. 

10.43  p.  m.,     Responded  to  by  Company  No.  1. 
Box  263.        In  service  one  hour. 

Loss  on  property  not  insured,  $500. 

Thursday,      Warren  and  Thirtieth  streets.     One-story  frame  stable. 

6th,  Cause  of  fire,  pipe-smoking. 

7.19  A.  m.,      Responded  to  by  the  Captain. 
Box  283.       In  service  one  hour. 

Loss  on  property  not  insured,  $5. 

Friday,        No.  28.}  Louisa  street.     Two-story  frame  dwelling. 
7th,  Cause  of  fire,  children  with  matches. 

2.25  A.  m.,      Responded  to  by  Company  No.  1. 
Telephone.      In  service  twenty-five  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $25. 
Loss  on  property  not  insured,  $40. 

Friday,         No.  125  Fremont  street.    One-story  frame  building  (boiler  works). 
7th,  Cause  of  fire,  spark  from  smoke-stack. 

5.52  p.  m.,     Responded  to  by  Company  No.  1. 
Box  52.        In  service  twenty-five  minutes. 
Loss,  $10.     No  claim. 

Saturday,       Market  and  Dolores  streets.     One-story  frame  building. 

8th,  Cause  of  fire,  spontaneous  combustion. 

4.32  A.  M.,     Responded  to  by  Company  No.  2. 
Box  361.       In  service  one  hour  and  twenty  minutes. 
Loss  on  property  not  insured,  $150. 


Saturday,       Nos.  209-217  Eighth  street.     One,  two,  and  three-story  frame 
8th,  buildings. 

12.03  p.  m.,    Cause  of  fire,  cigarette-smoking. 
Box  73.        Responded  to  by  Company  No.  2. 

In  service  two  hours  and  thirty  minutes. 

Covers  spread,  fifteen. 

Insurance  on  buildings,  $4,600.     Losses  paid,  $1,604. 

Insurance  on  contents,  $1,200.     Losses  paid,  $165. 

Loss  on  property  not  insured,  $1,000. 
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lodging  House. 


Saturday.  No.  121  Tost  street 

8th,  False  alarm. 

6.55  p.  m.,  Responded  to  by  Company  No.  1 

Telephone.  In  service  twenty  minutes. 


Sunday, 

Oth. 

8.20  A.  M., 

Telephone. 


Sunday. 

Oth, 

0.05  A.  M., 

Telephone. 


No.  221  Dupont  street.     Three-story  brick  building 

Cause  of  lire,  carelessness  with  matches. 

Responded  to  by  Company  Xo.  1. 

In  service  fifty  minutes. 

Insurance  on  building,  $2,500.      Losses  paid,  $150. 

Loss  on  property  not  insured.  $50. 

Nos.  818  Duponi  street.     Two-story  brick  building. 

Cause  of  fire,  defective  stove-pipe. 

Responded  to  by  Company  No.   1 . 

In  service  forty  minutes. 

Insurance  on  building,  $15,000. 

Loss.  $5.      No  claim. 


Monday,  False  alarm. 

10th,  Responded  to  by  Company  Xo.  1 . 

12.21  A.  m.,  In  service  twenty-five  minutes. 
Box  64. 


Tuesday.        S.  W.  corner  Capp  and  Sixteenth  sts.     Two-story  frame  building. 
11th.  Cause  of  fire,  carelessness  with  painters'  alcohol  lamp. 

12.33  p.  m.,     Responded  to  by  Company  Xo.  2. 
Box  148.        In  service  one  hour  and  forty  minutes. 
Covers  spread,  six. 
Insurance  on  building,  $20,000.      Losses  paid,  $382.75. 

Tuesday,       Xo.  810  Greenwich  street.     Two-story  frame  building. 

11th,  Cause  of  fire,  unknown. 

6.17  P.  M.,      Responded  to  by  Company  Xo.  1. 
Box  2.  In  service  one  hour  and  two  minutes. 

Covers  spread,  eight. 

Insurance  on  building,  SI, 500.  Losses  paid,  $360. 
Insurance  on  contents,  §1,100.  Losses  paid,  §437. 
Loss  on  property  not  insured  §100. 

Tuesday,        Xo.  721   Market  street  i  rear).      One-story  frame  building. 
11th,  Cause  of  fire,  supposed  spontaneous  combustion. 

0.30  p.  M.,      Responded  to  by  Company  No.  1. 
Box  62.         In  service  one  hour. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
Insurance  on  building,  §7,000.     Losses  paid,  $40. 
Insurance  on  contents,  $2,500.      Losses  paid,  $50. 
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Wednesday.  Now  Montgomery  and  Market  streets.     Grand  Hotel. 

12th,  Cause  of  tire,  leaky  chimney. 

8.04  A.  M.,  Responded  to  by  Company  No.  1. 

Box  38  and  In  service  forty-five  minutes. 

Still.  Loss  on  property  not  insured,  $25. 

Wednesday,  Mission  and  Seventh  streets. 

12th,  Needless  alarm  ;  bon-fire. 

6.50  p.  m.,  Responded  to  by  Company  No.  2. 

Box  75.  In  service  twenty-five  minutes. 

Wednesday,     Nos.  16-28  Montgomery  avenue.     Three-story  frame  buildings 

12th,  Cause  of  fire,  carelessness  with  matches. 

8.34  r.  M.,      Responded  to  by  Company  No.  1. 
Box  17.         In  service  one  hour  and  thirty  minutes. 
Covers  spread,  nine. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $585. 
Insurance  on  contents,  $1,000.     Losses  paid,  $10. 
Loss  on  property  not  insured,  $50. 

Saturday,       Nos.  743-753  Mission  street.     Two-story  frame  buildings. 
15th,  Cause  of  tire,  defective  forge  in  wire-works. 

12.04  A.  m.,    Responded  to  by  Company  No.  1. 
Box  62         In  service  three  hours, 
and  Covers  spread,  twelve. 

Still.  Insurance  on  buildings,  $1,300.     Losses  paid,  $367.50. 

Insurance  on  contents,  $4,100.     Losses  paid,  $2,554.50. 
Loss  on  property  not  insured,  $4,045. 

Saturday,       No.  74  Tehama  street.     Two-story  frame  building. 

15th,  Cause  of  fire,  children  with  matches. 

4.01  p.  m.,      Responded  to  by  Company  No.  1. 
Box  54.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $10. 

Tuesday,       No.  1014  Bryant  street.     Two-story  frame  building. 

18th,  Cause  of  fire,  carelessness  with  candle. 

7.17  p.  M.,      Responded  to  by  Company  No.  2. 
Box  153.       In  service  fifty  minutes. 
Loss,  $5.     No  claim. 


Tuesday,       No.  12  Stevenson  street.     Four-story  brick  feed-mi 

18th,  Cause  of  tire,  friction  of  machinery. 

8.06  p.  M.,      Responded  to  by  Company  No.  1. 
Box  261.       In  service  one  hour. 
Covers  spread,  two. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
Insurance  on  contents,  $13,000.     Losses  paid,  $40. 
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Tuesday,        No.  236  Bran  nan  street  (rear).     One-story  frame  stable. 

18th,  Cause  of  fire,  wooden  ash-barrel. 

8.22  P.  M.,      Responded  to  by  Company  No.  1. 
Box  57.        In  service  forty  minutes. 

Insurance  on  building,  $40.     Losses  paid,  $20. 

Tuesday,       No.  8  Anthony  street.     Two-story  frame  dwelling. 
18th,  Cause  of  tire,  carelessness  with  candle. 

11.35  p.  M.,     Responded  to  by  Company  No.  2. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $25. 

Wednesday,  Nos.  207-220  Fremont  st.     Two  and  three-story  frame  buildings. 

19th,  Cause  of  tire,  careless  use  of  petroleum. 

8.46  P.  M.,  Responded  to  by  Company  No.  1. 
8.50  p.  m.,      In  service  three  hours. 

Box  51  Covers  spread,  fifty, 

and  Insurance  on  buildings,  $12,200.     Losses  paid  $8,362. 
2d  alarm.       Insurance  on  contents,  $47,850.     Losses  paid,  $34,809. 
Loss  on  property  not  insured,  $82,000. 

Wednesday,  No.  56  Fourth  street.     Lamp  store. 

19th,  Needless  alarm;  lamp  smoking  in  window. 

10.16  p.  M.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Thursday,      Nos.  905-907  Jones  street.     Two-story  frame  dwellings. 

20th,  Cause  of  fire,  defective  stove. 

9.45  A.  M.,      Responded  to  by  Company  No.  2. 
Box  41.         In  service  forty -five  minutes. 

Insurance  on  buildings,  $1,450.      Losses  paid,  $510. 
Insurance  on  contents,  $1,350.      Losses  paid,  $750. 

Thursday,      Nos.  931-933  Market  street.     Three-story  frame  buildings. 

20th,  Cause  of  tire,  carelessness  with  matches  in  lodging-house. 

6.40  P.  M.,      Responded  to  by  Company  No.  2. 
Box  95.         In  service  one  hour  and  twenty  minutes. 
Covers  spread,  seven. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $225. 
Insurance  on  contents,  $14,500.     Losses  paid,  $2,827. 
Loss  on  property  not  insured,  $1,011. 

Saturday,  No.  114  Dupont  street. 

22d,  Needless  alarm  ;  repairing  line. 

11.20  a.  m.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty-five  minutes. 
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Saturday,       Nos.  57-59  Third  street.     Two-story  brick  buildings. 

22d,  ( iause  of  fire,  unknown. 

11.50  p.  m.,    Responded  to  by  Company  No.  1. 

Box  48.         In  service  one  hour. 
( 'overs  spread,  five. 

Insurance  on  buildings,  $5,000.      Losses  paid,  $475. 
Insurance  on  contents,  $3,655.      Losses  paid,  $125. 


Sunday,  Nos.  23-25  .Jensen  street.      Two-story  frame  buildings. 

23d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.50  p.  m.,      Responded  to  by  Company  No.  1. 

Box  2.  In  service  one  hour  and  thirty-live  minutes. 

(  'overs  spread,  seven. 

insurance  on  buildings,  $500.     Losses  paid,  $350. 
Insurance  on  contents,  $800.      Losses  paid,  $80. 
Loss  on  property  not   insured,  $300. 


Monday,  No.  217  McAllister  street. 

24th,  Needless  alarm  ;   box  out  of  order. 

10.20  A.  M.,  Responded  to  by  Company  No.  2. 

Telephone.  In  service  twenty  minutes. 


Tuesday,        Nebraska  and  Center  streets.     Two-story  frame  match  factory. 

20th,  Cause  of  lire,  carelessness  with  phosphorus. 

1.38  P.  M.,      Responded  to  by  the  Captain. 
BOX  238.         In  service  one  hour. 
Loss,  $5.      No  claim. 


Wednesday,     Fremont  and  Natoma  streets.     Three-story  brick  building. 

26th,  (  lause  of  lire,  tinkers'  stove. 

8.44  p.  m.,      Responded  to  by  Company  No.  1. 
Box  52.         In  service  forty  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 

Loss  on  property  not  insured,  $10. 


Thursday,       Nos.  221-223  Perry  st.     Three-story  brick  and  frame  building. 

•_'7th,  ( lause  of  lire,  supposed  cigarette-smoking. 

7.15  a.  m.,     Responded  to  by  Company  No.  1. 
Box  63.         In  service  one  hour  and  twenty  minutes. 
Covers  spread,  thirty-two. 

Insurance  on  contents,  $7,000.     Losses  paid,  $3,644. 
Loss  on  property  not  insured,  $762. 
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Friday,        No.  1723  Market  street.     Three-story  frame  building. 
28th,  Cause  of  fire,  defective  furnace. 

8.55  a.  m..     Responded  to  by  Company  No.  2. 
Box  84.        In  service  fifty  minutes. 

Insurance  on  building,  $7,000.     Losses  paid,  $80. 
Insurance  on  contents,  $300.      Losses  paid,  $30. 

Saturday,       No.  1809  Jones  street.     Two-story  frame  building. 

29th,  Cause  of  fire,  spark  from  chimney. 

4.11  p.  M.,      Responded  to  by  the  Captain. 
Box  291.        In  service  one  hour. 

Loss  on  property  not  insured,  $10. 

Saturday,       No.  521  Market  street.     Three-story  brick  building. 

29th,  ( lause  of  fire,  defective  flue. 

4.39  p.  m.,      Responded  to  by  Company  No.  1. 
Still.  In  service  forty-five  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Insurance  on  building,  $10,000.     Losses  paid,  830. 

Sunday,         Xos.    339-343   Jessie   street.     Two   and    three-story   frame   and 
30th,  brick  buildings. 

4.0S  a.  M.,     Cause  of  tire,  explosion  of  coal-oil  lamp. 
Box  62.         Responded  to  by  Company  No.  1. 

In  service  two  hours. 

Covers  spread,  twenty-eight. 

Extinguishers  used,  one. 

Insurance  on  buildings.  87,700.     Lo>ses  paid,  s3,435. 

Insurance  on  contents,  $4,625.     Losses  paid,  $854. 

Loss  on  property  not  insured,  $2,100. 

Sunday.         No.  514  Leavenworth  street.     Two-story  frame  building. 
30th,  Cause  of  tire,  upsetting  coal-oil  lamp. 

6.50  P.  M.,      Responded  to  by  Company  No.  2. 
Box  139.        In  service  fifty  minutes. 

Insurance  on  building,  $750.      Losses  paid,  850. 
Insurance  on  contents,  8600.     Losses  paid,  8170. 


Monday,        Bush  street,  near  Kearny.     California  Theatre  building. 

31st,  Cause  of  fire,  supposed  cigarette-smoking. 

1.30  p.  M.,      Responded  to  by  Company  No.  1. 
Box  46.        In  service  two  hours. 
Covers  spread,  eight. 

Insurance  on  building,  853,750.     Losses  paid.  $129.50. 
Insurance  on  contents,  845, 000.     Losses  paid,  81,200. 


NOVEMBER. 


Tuesday,       No.  1021  Post  street.     Two-story  frame  building. 

1st,  Cause  of  fire,  spark  from  chimney. 

1.51  p.  m.,     Responded  to  by  Company  No.  2. 
Box  137.       In  service  one  hour. 
Covers  spread,  seven. 

Insurance  on  building,  §3,500.     Losses  paid,  $30. 
Insurance  on  contents,  $1,000.     Losses  paid,  $30. 


Tuesday,        No.  1410  Dupont  street.     Two-story  frame  building. 

1st,  Cause  of  fire,  unknown. 

8.57  P.  m.,      Responded  to  by  Company  No.  1. 
Box  7.         In  service  fifty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $54.70. 
Insurance  on  contents,  $1,000.      Losses  paid,  $300. 

Tuesday,       No.  1 237 1  Market  street.     Three-story  frame  building. 

1st,  Cause  of  fire,  carelessness  with  tailors'  iron. 

9.31  p.  m.,      Responded  to  by  Company  No.  2. 
Box  76.         In  service  forty-five  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $1,750.     Losses  paid.  $25. 
Insurance  on  contents,  $1,000.     Losses  paid,  $10. 

Wednesday,    No.  308  Fulton  street.     Two-story  frame  building. 

2d,  Cause  of  fire,  children  with  matches. 

4.05  p.  m.,      Responded  to  by  Company  No.  2. 
Box  82.        In  service  forty  minutes. 

Insurance  on  building.  $1,750.     Losses  paid,  $22.50. 
Insurance  on  contents,  $1,000.     Losses  paid,  $74. 


Thursday,      No.  3252  Mission  street.     One-story  frame  dwelling. 

3d,  Cause  of  fire,  upsetting  coal-oil  lamp. 

12.10  a.  m.,    Responded  to  by  the  Captain. 
Box  284.       In  service  one  hour  and  twenty-five  minutes. 

Insurance  on  building,  $500.  Losses  paid,  $450. 
Insurance  on  contents,  $100.  Losses  paid,  $100. 
Loss  on  property  not  insured,  $250. 


(Saturday,  No.  9  Stockton  street. 

5th,  Needless  alarm  ;  chimney  burning. 

1.49  A.  M.,  Responded  to  by  Company  No.  1. 

Box  98.  In  service  twenty-five  minutes. 
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Sunday,         Nos.  227-231  Main  street.     Two-story  frame  building's. 
6th,  Cause  of  fire,  carelessness  with  petroleum. 

2.15  A.M.,      Responded  to  by  Company  No.  1. 
Rox  36.         In  service  two  hours  and  twenty  minutes. 
Covers  spread,  thirty. 

Insurance  on  buildings,  $5,086.     Losses  paid,  $1,525. 
Insurance  on  contents,  $8,179.     Losses  paid,  $783. 
Loss  on  property  not  insured,  $1,936. 

Monday.        No.  1723  Market  street.     Three  story  frame  building. 

7th,  Cause  of  fire,  defective  range. 

2.47  p.  m.,      Responded  to  by  Company  No.  2. 
Box  S4.         In  service  fifty  minutes. 

Insurance  on  building,  $2,000.      Losses  paid,  $100. 
Insurance  on  contents,  $900.     Losses  paid,  $240. 

Friday,  No.  3">  Fifth  street. 

11th,  Needless  alarm  ;  smoke  in  building. 

10.40  A.  M.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Saturday,        No.  108  Eleventh  street.     Two-story  frame  building. 

12th,  Cause  of  tire,  upsetting  of  coal-oil  lamp. 

6.10  p.  m.,      Responded  to  by  Company  No.  2. 
Box  71.         In  service  forty-five  minutes. 

Insurance  on  contents,  $500.     Losses  paid,  $15. 

Monday,        No.  810  Kearny  street.     Two-story  frame  building. 
14th,  Cause  of  fire,  supposed  spark  from  chimney. 

10.55  p.  M.,     Responded  to  by  Company  No.  1. 
Box  17.         In  service  fifty-five  minutes. 
Covers  spread,  one. 
Insurance  on  contents,  $500.     Losses  paid,  $50. 

Tuesday,  No.  1322  Jackson  street. 

15th,  Needless  alarm. 

10.22  A.  M.,  Responded  to  by  Company  No.  2. 

Box  126.  In  service  one  hour. 


Wednesday,     S.  E.  corner  of  Stevenson  and  Second  streets.     Two-story  frame 

16th,  building. 

7.55  p.  m.,      Cause  of  fire,  explosion  of  coal-oil  lamp. 
Still.  Responded  to  by  Company  No.  1. 

In  service  twenty-live  minutes. 
Insurance  on  contents,  $500.     Losses  paid,  $15. 
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Sunday,         S.  E.  corner  of  Hayes  and   Buchanan  streets.     Two-story  frame 
20th,  church. 

0.05  A.  m.,      Cause  of  fire,  defective  furnace. 
Box  175.        Responded  to  by  Company  No.  2. 
In  service  two  hours. 

Insurance  on  building,  $15,000.      Losses  paid,  $2,800. 
Loss  on  property  not  insured,  $1,000. 

Sunday,        Nos.  219-223  Mason  st.     Two  and  three-story  frame  buildings. 
20th,  Cause  of  fire,  sparks  from  chimney. 

2.24  p.  M.,      Responded  to  by  Company  No.  2. 
Box  42.         In  service  one  hour  and  twenty  minutes. 
Covers  spread,  ten. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $600. 
Insurance  on  contents,  $1,000.     Losses  paid,  $75. 
Loss  on  property  not  insured,  $200. 

Sunday,        Bay  District  race  track.     One-story  frame  sheds. 
20th,  Cause  of  fire,  supposed  cigarette-smoking. 

8.45  p.  m.,      Responded  to  by  the  Captain. 
Box  327.        In  service  two  hours  and  thirty  minutes. 
Loss  on  property  not  insured,  $1,500. 

Tuesday,       No.  1310  Lyon  street.     One-story  frame  stable. 

22d,  Cause  of  fire,  carelessness  with  candle. 

1.40  A.  m.,     Responded  to  by  the  Captain. 
Box  326.       In  service  one  hour  and  forty  minutes. 
Insurance  on  building,  $100. 
Insurance  on  contents,  $25.      Losses  paid,  $2.50. 

Wednesday,     Spear  street  wharf.     Tug-boat  Dolphin. 

23d,  Cause  of  fire,  unknown. 

11.30  P.  m.,     Responded  to  by  Company  No.  1. 
Box  263.        In  service  twenty -five  minutes. 

Loss  on  property  not  insured,  $700. 

Thursday,  No.  628  Sutter  street. 

24th,  False  alarm. 

10.55  A.  M.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  twenty-five  minutes. 

Thursday,  No.  639  Stevenson  street. 

24th,  Cause  of  fire,  chimney  burning. 

4.15  p.  m.,  Responded  to  by  Company  No.  2. 

Box  75.  In  service  thirty  minutes. 
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Friday,         Potrero,   Shasta,  Michigan  and   Illinois  streets.     One,  two  and 
25th,  three-story  frame  buildings. 

12.42  p.  m.,     Cause  of  fire,  unknown. 
Box  156.       Responded  to  by  Company  No.  1. 
In  service  four  hours. 

Insurance  on  buildings.  $38,300.  Losses  paid.  $32,854. 
Insurance  on  contents,  813,000.  Losses  paid,  811,393. 
Loss  on  property  not  insured,  824,845. 

Friday,         No.  728  Shotwell  street.     Two-story  frame  building  (roof). 
25th,  Cause  of  tire,  defective  chimney. 

6.25  p.  M.,      Responded  to  by  Company  No.  2. 
Box  145.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  81,000.     Losses  paid,  870. 
Insurance  on  contents,  81,500.     Losses  paid,  $20. 

Sunday,         Nos.  1505-1507  Steiner  street.     Two-story  frame  dwellings. 
27th,  Cause  of  fire,  defective  chimney. 

7.33  p.  M.,      Responded  to  by  Company  No.  2. 
Box  245.        In  service  one  hour. 
Covers  spread,  nine. 

Insurance  on  buildings,  85,600.  Losses  paid.  +7'J~>. 
Insurance  on  contents,  81,200.  Losses  paid,  $37.80. 
Loss  on  property  not  insured,  8100. 

Sunday,         No.  1329  Leavenworth  street.     One-story  frame  shed  (rear). 
27th,  Cause  of  fire,  wooden  ash-barrel. 

8.32  p.  m.,     Responded  to  by  Company  No.  2. 
Box  128.        In  service  forty  minutes. 

Insurance  on  building,  §3,333.     Losses  paid,  $50. 

Tuesday,        No.  715  Sansome  street.     Two-story  brick  building. 

29th,  Cause  of  fire,  unknown. 

8.57  p.  m.,     Responded  to  by  Company  No.  1. 
Box  18.        In  service  two  hours  and  thirty  minutes. 
Covers  spread,  fourteen. 

Insurance  on  building,  82,995.     Losses  paid,  $200. 
Insurance  on  contents,  §10,485.     Losses  paid,  $6  42. 


Wednesday,     S.  L.  corner  of  Seventh  and  Folsom  streets.     Two-story  frame 

30th,  building. 

3.55  A.  M.,     Cause  of  fire,  unknown. 
Box  184.       Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  building,  $2,000.     Losses  paid,  $1,100. 
Insurance  on  contents,  $3,400.     Losses  paid.  81,985. 
Loss  on  property  not  insured,  8900. 
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DECEMBER. 

Thursday,  No.  15  Oak  street. 

1st,  Needless  alarm  ;  chimney  burning. 

1.07  p.  M.,  Responded  to  by  Company  No.  2. 

Box  86.  In  service  forty-live  minutes. 


Saturday, 
3d, 

2.00  A.  M., 

D.Teleg'ph 


Sansome  and  California  streets.     Guardian  Insurance  Company 
Cause  of  fire,  hot  ashes  and  waste  paper. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 


Saturday,       No.  354  Sixth  street.     Two-story  frame  building. 

3d,  Cause  of  lire,  unknown. 

2.13  A.  m.,     Responded  to  by  Company  No.  2. 
Still.  In  service  forty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $240. 
Insurance  on  contents,  $1,300.     Losses  paid,  $550. 


Saturday,      Nos.  523-529  Fifth  street.     Three-story  frame  building. 

3d,  Cause  of  lire,  unknown. 

3.55  A.  m.,     Responded  to  by  Company  No.  1. 
Box  154.        In  service  one  hour  and  fifty  minutes. 
Covers  spread,  twenty. 


Insurance  on  building,  $2,877. 
Insurance  on  contents,  $6,702. 


paid,  $501. 
paid,  $1,250. 


Saturday,  No.  26  Steuart  street.     Two-story  frame  building. 

3d,  Cause  of  lire,  carelessness  with  cigar. 

8.45  A.  M.,  Responded  to  by  Company  No.  1. 

Box  34.  In  service  forty  minutes. 

Loss  on  property  not  insured,  $10. 

Sunday,  No.  600  Sutter  street. 

4th,  Needless  alarm  ;  chimney  burning. 

1.47  p.  M.,  Responded  to  by  Company  No.  2. 

D.Teleg'ph.  In  service  twenty-five  minutes. 


Monday,        No.  236i  Sixth  street.     Two-story  frame  building. 

5th,  Cause  of  fire,  drunkenness  and  upsetting  of  coal-oil  lamp. 

4.55  A.  m.,     Responded  to  by  Company  No.  1. 
Still.  In  service  forty-five  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $35.. 
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Tuesday,       No.  908  Market  street.     Four-story  frame  building. 

6th,  Cause  of  fire,  carelessness  with  an  iron  heater. 

4.30  A.  M.,     Responded  to  by  Company  No.  1. 
Still.  In  service  one  hour. 

Insurance  on  contents,  .§12,200.     Losses  paid,  $500. 


Wednesday,     No.  005  Clay  street.     Four-story  brick  building. 

7th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

11.35  A.  M.,     Responded  to  by  Company  No.  1. 
D.Teleg'ph.     In  service  forty  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 

Loss  on  property  not  insured,  §50. 

Friday,  No.  202  Howard  street. 

9th,  Needless  alarm  ;  smoke  in  yard  from  furnace. 

7.22  p.  M.,  Responded  to  by  Company  No.  1. 

Box  51.  In  service  twenty  minutes. 


Saturday,       Nos.  1537-1539  Mission  st.     <  hie  and  three-story  frame  buildings. 

10th,  Cause  of  fire,  unknown. 

7.10  P.  m.,      Responded  to  by  Company  No.  2. 
Box  71.        In  service  two  hours. 
Covers  spread,  ten. 

Insurance  on  buildings,  §7,000.     Losses  paid,  $352. 
Insurance  on  contents,  §6,025.     Losses  paid,  §48.60. 
Loss  on  property  not  insured.  §2,550. 

Sunday,         First  and  Harrison  streets.     St.  Mary's  Church  and  school. 
11th,  Cause  of  fire,  supposed  carelessness  with  candle. 

7.30  P.  M.,      Responded  to  by  Companies  Nos.  1  and  2. 
Box  56         In  service  two  hours  and  fifteen  minutes. 

and  Covers  spread,  nineteen. 

2d  alarm.       Insurance  on  building,  §14,250.     Losses  paid,  $6,525. 
Insurance  on  contents,  §1,950.     Losses  paid,  §1,075. 
Loss  on  property  not  insured,  §3,000. 


Tuesday,        No.  1111  Dnpont  street.     Two-story  frame  building. 

13th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.15  i>.  m.,      Responded  to  by  Company  No.  1. 
Box  17.        In  service  two  hours. 
Covers  spread,  twenty. 

Insurance  on  building,  $500.     Losses  paid,  $500. 
Insurance  on  contents,  $3,000.     Losses  paid,  $1,281. 
Loss  on  property  not  insured,  $800. 
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Wednesday,     Fifth  and  Freelon  streets.     Two-story  brick  building  (mill). 

14th,  Cause  of  fire,  spark  from  picker. 

9.35  p.  M.,      Responded  to  by  Company  No.  1. 
Box  68.         In  service  fifty  minutes. 
Covers  spread,  four. 
Loss  on  property  not  insured,  $100. 

Thursday,       S.  E.  corner  of  Seventh  and  Mission  streets.     One-story  frame 

15th,  building. 

10.36  A.  m.,     Cause  of  fire,  explosion  of  coal-oil  stove. 
Box  1S3.       Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  ten. 

Insurance  on  building,  $1,000.     Losses  paid,  $915.60. 

Insurance  on  contents,  $1,600.     Losses  paid,  $521. 

Friday,  Jessie  and  Fourth  streets. 

16th,  Box  out  of  order. 

12.12  p.  m.,  Responded  to  by  Company  No.  1. 

D.Teleg'ph.  In  service  twenty-five  minutes. 

Saturday,       N.  W.  corner  of  Pacific  and  Battery  streets.     One-story  frame 

17th,  building. 

1.28  A..  M.,      Cause  of  fire,  explosion  of  coal-oil  lamp. 
Box  13.        Responded  to  by  Company  1. 
In  service  fifty  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $3,000.     Losses  paid,  $605. 
Loss  on  property  not  insured,  $510. 

Sunday,        No.  1525  Polk  street.     One-story  frame  building 
18th,  Cause  of  fire,  supposed  spontaneous  combustion 

4.05  p.  M.,      Responded  to  by  Company  No.  2. 
Box  164.       In  service  fifty  minutes. 
Loss,  $5.     No  claim. 

Tuesday,       No.  1031  Minna  street  (rear).     Two-story  frame     ood-shed 

20th,  Cause  of  fire,  children  with  matches. 

1.02  p.  M.,      Responded  to  by  Company  No.  2. 
Box  71.        In  service  fifty  minutes. 

Loss  on  property  not  insured,  $35. 

Tuesday,  No.  110  Leavenworth  street. 

20th,  False  alarm. 

1.52  p.  M.,  Responded  to  by  Company  No.  2. 

D.Teleg'ph.  In  service  thirty-five  minutes. 


/ 1 


Tuesday,  Xos.  225-227  Bush  street. 

20th,  False  alarm. 

11.10  p.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  forty-rive  minutes. 


Wednesday,     Xos.  10-16  Stevenson  street.     Four-story  brick  buildings. 

21st,  Cause  of  tire,  defective  dry -room. 

12.15  p.  M.,     Responded  to  by  Company  Xo.  1. 
Box  261.        In  service  three  hours  and  twenty  minutes. 
(  overs  spread,  seventy-one. 

Insurance  on  buildings,  $23,950.     Losses  paid,  $4,026.50. 
Insurance  on  contents,  §270,800.     Losses  paid,  $8,067. 

Wednesday,    Xo.  2076  Market  street.     Two-story  frame  building. 

21st,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

6.00  P.  M.,      Responded  to  by  Company  Xo.  2. 
Box  84.         In  service  thirty-five  minutes. 

Loss  on  property  not  insured,  $5. 

Wednesday,    No.  18  Russell  street.     Two-story  frame  building. 

21st,  Cause  of  tire,  carelessness  with  candle. 

8.10  p.  M..      Responded  to  by  Company  No.  2. 
Box  123.        In  service  one  hour. 

Insurance  on  building,  $900.     Loss.  $2.     No  claim. 
Loss  on  property  not  insured,  $5. 

Wednesday,     X.  W.  corner  of  Drum  and  Clay  streets.     One-story  frame  and 

21st,  two-story  brick  buildings. 

10.15  p.  m..     Cause  of  tire,  unknown. 
Box  15.         Responded  to  by  Company  Xo.  1. 

In  service  two  hours  and  twenty  minutes. 

( 'overs  spread,  twenty -three. 

Insurance  on  buildings,  $10,000.     Losses  paid,  $200. 

Insurance  on  contents,  $11,650.     Losses  paid,  $4,405.(15. 

Loss  nn  property  not  insured,  $3,500. 

Thursday,  False  alarm. 

22d,  Responded  to  by  Company  No.  2. 

3.45  a.  M.,  In  service  forty  minutes. 
Box  135. 


Thursday,      No.  5  Mason  street.     Three-story  frame  building. 

22d,  Cause  of  fire,  defective  chimney. 

L.38  P.  M.,       Responded  to  by  Company  No.  2. 
Box  95.         In  service  fifty  minutes. 
(  overs  spread,  nine. 

Insurance  ou  building,  $1,500.     Losses  paid,  $425. 
Insurance  on  contents,  $1,800.      Losses  paid,  $237.50. 
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Thursday,       Nos.  1210-1214  Folsom  st.     One  and  two-story  frame  buildings. 

22d,  Cause  of  fire,  supposed  hot  ashes. 

10.41  p.  m.,     Responded  to  by  Company  No.  2. 
Box  78.        In  service  one  hour. 
Covers  spread,  twelve. 

Insurance  on  buildings,  $2,900.     Losses  paid,  $1,0.50. 
Insurance  on  contents,  $100.     Losses  paid,  $15. 
Loss  on  property  not  insured,  $400. 

Saturday,  No.  4  Antonio  street.     Two-story  frame  building. 

24th,  Cause  of  fire,  wooden  ash-barrel. 

1.01  A.  m.,  Responded  to  by  Company  No.  1. 

Box  45.  In  service  forty  minutes. 

Sunday,  No.  759  Market  street. 

25th,  False  alarm. 

9.10  a.  m.,  Responded  to  by  Company  No.  1. 

D.Teleg'ph.  In  service  twenty-five  minutes. 


Sunday,  No.  G59  Market  street.     Fire  under  sidewalk. 

25th,  Cause  of  fire,  carelessness  with  cigar. 

10.00  A.  M.,  Responded  to  by  Company  No.  1. 

Still.  In  service  fifteen  minutes. 


Wednesday,     No.  1501  Polk  street.     Two-story  frame  building. 

28th,  Cause  of  fire,  defective  stove. 

11.53  p.  M.,     Responded  to  by  Company  No.  2. 
Box  164.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $60. 
Insurance  on  contents,  $2,500.     Losses  paid,  $178. 

Thursday,      Nos.  415-425  Sacramento  st.    Two  and  four-story  brick  buildin  gs 

29th,  Cause  of  fire,  hot  ashes. 

1.29  A.  M.,      Responded  to  by  Company  No.  1. 
Box  31.        In  service  one  hour  and  forty  minutes. 

Insurance  on  buildings,  $20,000.     Losses  paid,  $480. 
Insurance  on  contents,  $38,500.     Losses  paid,  $215. 


Saturday,       No.  235  Eighth  street.     Three-story  frame  building. 

31st,  Cause  of  fire,  children  with  matches. 

2.45  p.  m.,      Responded  to  by  Company  No.  2. 
Box  78.        In  service  forty  minutes. 

Insurance  on  building,  $6,000.      Losses  paid,  $25. 
Insurance  on  contents,  $500.     Losses  paid,  $79.50. 
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"       215-217 

"       228 

"       235 

Eighteenth 329 

"  West  side,  Bet.  Collingworth  and  Castro 

Eleventh   108 

120 

"         127 

Ellis  and  Taylor 

"     595 

"     912 

Elizabeth 7 

Exerett 5-11 

"       38 

:f 

Fell 506 

First  and  Mission 

"      125 

"     Bet.  Harrison  and  Bryant 

"     Ave.  and  Golden  Gate  Ave 

Fifth  Ave.  next  (Potrero) 

"       "     East  side,    "       

"       "     West  side,  "       

"       "     East  side,    "       

"     22 

"      35 

"     133 

"     229 

"     233-239 

" 307 

"      348 

"     512-528 

"     (rear) 515-519 

"     523-529 

"     523-547 

"     and  Berry,  S.  E.  cor.  rear 

"       «        "      S.  W.    "      "      

"     and  Bryant,  S.  W.  cor 
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Fifth  and  Berry,  S.  W.  cor 

Fifth  (next) 

"     and  Berry,  S.  W.  cor 

Folsorn 16 

"       131-133 

" 772 

"      774-776 

"       760-766 

" 826 

"      857 

"      and  7th,  S.  E.  cor 

"      1057-1059 

"       1210-1214J 

"       2015 

"      2723 

Fourth 56 

"      and  Mission,  S.  E.  cor 

"      351 

"      498 

"     street  Warehouse , 

"     and  Berry,  S.  E.  cor 

Fourteenth  and  Dolores 

' '         and  Howard 

232 

Francisco,  Bet.  Hyde  and  Leavenworth 

Fremont  and  Natoma 

113 

« 125 

205 

207 

213-215 

218-226 

Frederick 14-18.1 

Freelon 129 

' '      near  5th 

"     15th 

Front 13-19 

"      508 

"     and  Clay,  N.  E.  cor 

Fulton i 308 

G- 

Garden 9-9A 

"       12-14 

"       "14 
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Garden 
Geary. . 


(Hover 

Glen  Park 

Golden  Gate  Ave . 


and  Oetavia 


Greenwich 

Green  and  Powell,  S.  E.  cor 


Grove  and  Webster 

Guerrero 

"         Bet.  16th  and  17th. 

"        and  16th,  S.  E.  cor. 


32£ 

405 

517 

833 

1621 

2021 

9-i 

28 

202 

227 

316 

917 

1036 

1319 

810 

618 
1225 

118 


443-447 


Harrison 

Hayes 

"      and  Buchanan,  S.  E.  cor. 

Heron 

Hickory  Ave 

Howard 


Bet.  8th  and  9th  , 


Howard  St.  Wharf,  Bark  Talbot. 


1143 

605 

14 
235 
202 

720 


.  846-850 
.1639-1643. 
2315 


Illinois 


(rear) 


and  N.  E.  cor.  Shasta, 
and  Shasta  (rear)  . . . . 
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J" 

Jackson 611 

"      629 

"      635 

"      738 

"     1322 

"     and  Laguna  

Jansen 23-25 

Jessie 187-189 

"     and  4th 

"      339-343 

"     (rear) 343 

"      343 

Jones 905-907 

" 1809 

IK 

Kearny 112 

" 123 

"      314-320 

" 810 

H. 

Lapidge 10 

Langton 59-61 

Leavenworth 13 

514 

110 

(rear) 1329 

Louisa 28.1 

Lyon 1310 

Linden  Ave 218 

Main 112 

" 116-118 

"      160 

"      219-221 

"      227-231 

"      227 

"     and  N.  E.  cor.   Folsom 

Market     16-18 

"        221-223 

506 

517 

"       521 


.26-69 
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Market 523 

"       527 

529-531 

"       536 

" 659 

"       and  Sutter 

"        721 

"       759 

"       865 

"       and  S.  E.  cor.  3d 

863 

"       873 

908 

929-933 

"       and  New  Montgomery  (Grand  Hotel) 

1023-1025 

"       and  S.  E.  cor.  8th 

"       and  8th  (rear) 

1028 

1130 

"       1137-1149 

"       and  McAllister 

"        1237.] 

1607-1609 

"       1723 

"       1723 

"       1713-1721 

"       1723 

"       2076 

"       2430 

"      and  Dolores 

Mason 5 

<;      219-223 

"     617 

"     2107 

Michigan  (Potrero) 

"         rear 

"         rear 

"         and  Shasta,  N.  W.  cor 

"         "       N.  E.  cor 

"         and  Sierra 

"         South  side 

Minna 148 

"     rear 242 

"     244 
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Minna 606 

"      1031 

"     1245-1247 

McAllister 217 

433 

: 620 

Montgomery  Ave 1 6-28 

' '  and  ( ireen 

"    25 

"   503-511 

"    515 

street 20 

"     113 

Mission 203-207 

217 

534-536 

540-546 

"       • 550 

"       716-722 

" 743-753 

762 

"       764 

"       S40 

840 

069 

and  7th,  S.  E.  cor 

"       and  7th 1235-1237 

1239 

1239 

"       1243 

1245 

....■ 1247 

1249 

1537-1541 

and  22nd  

"       2334 

"       and  29th 

3252 

Morton 14 

1ST 

Natonia 418 

"       647 

652 

New  Montgomery 79 

Ninth ' 107-109 

' '     rear 425- 
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Nineteenth,  cor.  Treat  Ave 

' '  rear 

Noe  and  23rd 

O 

Oak 15 

"    10] 

"   119 

"   327 

"    327 

' '  rear 140 1 

O'Farrell 308-310 

IP 

Park  Ave 10S 

Page 19 

Perry 

"     221-223 

"     , 255 

Pine 423 

"    527 

"    910 

"    1001 

"    1430 

Pier  22 

Point  Lobos  and  Central  Ave.,  N.  W.  cor 

Polk  '. 1501 

"     1525 

" 1909 

Post 33 

"    105-109 

"   121 

Post  and  William,  S.  E.  cor 

"     619-629 

"     1021 

' '     and  Fillmore 

Powell 104 

"       415 

"       2213 

IR, 

Race  Track,  Bay  Dist 

Railroad  Ave.  and  Venezuela  St 

"  "        North , 

Ridley 107 

' '     and  Guerrero 


30 


63 
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Rincon  Place ]  25-1 27 

"       128 

"         "      and  Frederick,  N.  E.  cor 

Ritch 510 

' '      rear 15 

Russell ]  8.1 

Russ 17 

s 

Sacramento 415-425 

419 

416-420 

50S 

524 

536 

644-646 

Sansome 216 

314-316 

322 

401-411 

"       713-719 

"       and  Flint  Ave 

"       715 

Shotwell,  bet.  18th  and  19th 

"       728 

Sixth 15 

" 27 

"     and  S.  E.  cor.  Mission 

"      236} 

" 354 

"      409 

' '     and  Berry 

Sixteenth  3049-3059 

734 

Seventh  (rear)  441 

Second,  bet.  Folsom  and  Howard 

Seventeenth  (rear) 892 

Spear  St.  Wharf 

Spear 233 

Steuart 

"     Pier  21 

"      10-20-24 

"      26 

"     249 

" 251 

"     and  Folsom,  N.  E.  cor 
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Steiner 1505-1507 

Stockton  9 

13 

308 

1513 

1817 

Stevenson    12 

15 

8-16 

.' 23 

23-31 

"         Bet.  First  and  Second 

"         N.  E.  cor.   Second 

' '        and  Ecker 

' '         near  2nd 

50 

480 

506 

632-636 

639 

640-642 

' '         near  Brady 

Sumner 17 

State,  Bet.  16th  and   17th 

Sutter 134 

"      211 

"      311  313* 

"     Swain's  Bakery 

"   514 

"   600 

"  628 

"  711 

"  729 

"  2616 

" 262S 

"     and  N.  E.  cor.  Central  Ave    

T 

Tehama  (rear) 7-9 

"     74 

Third 41.} 

"     , 55-59 

"      57-59 

' '     and  Jessie 

"     (rear) 124 

"     255 

"     St.  Wharf 
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Third  St.  Wharf 

. .     29 

236 

.     55 

360     . . 

1-^0 

. .      56 

"         cor.  5th 

Turk  

41 

"      sir, 

56 

211 

17 

"           "     anil  Mission 

Utah 

110     .. 

..     54 

109S 

. .     44 

"      1130 

CO 

"     and  N.  E.  cor.  Larkin 

1232-1234. 

.  .     33 

"V 

. .     25 

"         "              393 

24 

. .     24 

Valencia  and  20th 

..      17 
..     23 

..      41 

116-118   .. 

..     29 

..     51 

Waller 

207      . . 

..     40 

. .     64 

..     36 

214-222    . . 

..     23 

738     .. 

..     24 

914     .. 

..     31 

22S      . . 

. .     42 

1350     .. 

. .     21 

William 

119     .. 

